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Please read these Operating Instructions carefully — especially the 
Precautions on page 58 and thereafter— before using the Movie 
Camera for the first time. Keep these Operating Instructions handy 
for later reference, in case you want to look up something in the 
future. 

Cautions: 

Injury or material damage resulting from any kind of use that is not 
in accordance with the operating procedures explained in the 
Operating Instructions is the sole responsibility of the user. 
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ATTENTION: 

The product that you have purchased is powered by a 

rechargeable battery. The battery is recyclable. At the end of its 
useful life, under various state and local laws, it may be illegal to 
dispose of this battery into the municipal waste stream. Check with 
your local solid waste officials for details in your area for recycling 
options or proper disposal. 



Information for Your Safety 



A CAUTION A 



CAUTION: TO REDUCE THE RISK OF ELECTRIC 
SHOCK, DO NOT REMOVE COVER (OR 
BACK). NO USER-SERVICEABLE PARTS 
INSIDE. REFER SERVICING TO QUALIFIED 
SERVICE PERSONNEL. 



A 
A 



This symbol warns the user that uninsulated 
voltage within the unit may have sufficient 
magnitude to cause electric shock. Therefore, it 
is dangerous to make any kind of contact with 
any inside part of this unit. 

This symbol alerts the user that important 
literature concerning the operation and 

maintenance of this unit has been included. 
Therefore, it should be read carefully in order to 
avoid any problems. 



WARNING: 

TO REDUCE THE RISK OF FIRE OR SHOCK 
HAZARD, DO NOT EXPOSE THIS EQUIPMENT TO 
RAIN OR MOISTURE. 



FCC NOTE: (U.S. Only) 

This device complies with Part 1 5 of the FCC Rules. 

To assure continued compliance follow the attached 
installation instructions and do not make any unauthorized 
modifications. 

This equipment has been tested and found to comply with 
the limits for a Class B digital device, pursuant to Part 1 5 of 
the FCC Rules. These limits are designed to provide 
reasonable protection against harmful interference in a 
residential installation. This equipment generates, uses, and 
can radiate radio frequency energy and, if not installed and 
used in accordance with the instructions, may cause 
harmful interference to radio communications. However, 
there is not guarantee that interference will not occur in a 
particular installation. If this equipment does cause harmful 
interference to radio or television reception, which can be 
determined by turning Uie equipment off and on, the user is 
encouraged to try to correct the interference by one or more 
of the following measures: 

• Reorient or relocate the receiving antenna. 

• Increase the separation between the equipment and 
receiver. 

•Connect the equipment into an outlet on a circuit different 
from that to which the receiver is connected. 

•Consult the dealer or an experienced radio/TV technician 
for help. 



Video cassettes recorded in the S-VHS mode can be played back 
on this MoV\e Camera and on other S-VHS VCRs (Video Cassette 

Recorders). 

However, they cannot be played back on VMS VCRs. 
For more details, see page 1 1 . 
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II est recommande de lire attentivement ce manuel avant d'utillser 
le camescope pour la premiere fois. Conserver ce manuel pour 
reference future. 

Attention: 

L'utilisateur est entierement responsable des blessures ou 
dommages qui pourraient survenir a la suite de manipulations non 
conformes aux directives du manuel d'utilisation 



Mesures de securite 



A 


ATTENTION 


A 




s 


ATTENTION: AFIN DE PREVENIR LE RISQUE DE 

CHOCS ELECTRIQUES, NE PAS RETIRER 
LES VIS. TOUTE REPARATION DEVRAIT 
ETRE CONFINE A UN PERSONNEL 
QUALIFie. 



A 
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Le symbole de I 'Eclair dans un triangle 

equilateral indique la presence d'une tension 
suffisamment elevee pour engendrer un risque 
de chocs 6lectriques. 



Le point d'exclamation dans un triangle 
equilateral indique que le manuel d'utilisation 
inclus avec I'appareil contient d'importantes 
recommandations quant au fonctionnement at k 
I'entretien de ce dernier. 



MISE EN GARDE: 

AFIN DE PREVENIR TOUT RISQUE D'INCENDIE 
OU DE CHOCS ELECTRIQUES, EVITER 
D'EXPOSER CET APPAREIL A LA PLUIE OU A 
UNE HUMIDITE EXCESSIVE. 



MISE EN GARDE: 

•L'interf6rence radioelectrique gener6e par cet 
appareil num^rique de type B ne d^passe pas les 
limites 6nonc6es dans le Rdglement sur les 

perturbations radioeleclriques, section appareil 
numerique, du ministere des Communications. 



Les cassettes vtd6o enregistr6es en S-VHS peuvent §tre lues sur 
ce camescope ainsi que sur tout autre magn6toscope S-VHS. 
Mais elles ne peuvent pas etre lues sur un magndtoscope VHS. 
Pour plus de details se reporter a la page 1 1 . 
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Checklist for the Standard Accessories 
Liste des accessoires standard 
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Controls and Functions 

1 Stereo Microphone 

2 White Balance Sensor Window 

3 Tally Lamp 

It is lit during recording to intorm the people in front of the 
Movie Camera that the unit is recording. 

4 Accessory Shoe 

Some optional accessories (External Microphone, etc.) can 
be attached to this Accessory Shoe. 

5 Operation Switch [POWER] 

For turning the Movie Camera on and off. 

6 S-VHS System Selector Switch [S-VHS ON/AUTO/OFF] 

The selected recording system can be selected by sliding the 
(S-VHS ON/AUTO/OFF] Switch to the corresponding position. 

7 CAM ERAA/CR Selector Cover [CAMERA/VCR] 

8 Built-in Speaker 

9 Zoom Buttons 

Press these buttons to gradually zoom in and out. 

10 Lens Cap 

1 1 Lens Hood 

12 Focus Ring 

After selecting the manual focusing mode with the [FOCUS] 
Button, adjust the focus to the desired subject by turning this 
ring. 

1 3 Manual Zoom Lever 

Turn this lever to manually zoom in or out. 

14 Viewfinder 

The subject in front of the camera can be seen on the 
viewfinder screen. 

1 5 Eyepiece Corrector 

Adjust the Eyepiece Corrector to your eyesight so that the 
picture and indications in the Viewfinder become as clear and 
sharp as possible. 

16 Eyecup 



Commandes et fonctions 

1 Micro st6r6o 

2 Senseur de Tequilibre du blanc 

3 T^moin d'enregistrement 

Ce temoin s'6claire pendant I'enregistrement afin d'informer 
les sujets qu'une prise de vues est en cours. 

4 Connecteur pour accessoires 

Quelques accessoires en option (le micro externe, etc.) 
peuvent etre raccord6s ^ ce connecteur. 

5 Interrupteur [POWER] 

Permet d'6tablir ou de couper le contact sur l appareil. 

6 S6lecteur du systfeme S-VHS [S-VHS ON/AUTO/OFF] 

S6lectionner le syst6me d'enregistrement d6sir6 en faisant 
glisser ce s6lecteur [S-VHS ON/AUTO/OFF] sur la position 
d6siree, 

7 Rabat du s^lecteur "cam^ra/magn^toscope" 
[CAMERA/VCR] 

8 Haut-parleur incorpor^ 

9 Touches d focale variable 

Appuyer sur ces touches pour obtenir un zoom avant ou un 
zoom arriere. 

1 0 Capuchon de I'objectif 

1 1 Pare-soleil de I'objectif 

12 Baguedemlseau point 

S6lectionner le mode manuel de mise au point a I'aide de la 
touche mise au point, puis r^gler la mise au point en tournant 
cette bague. 

1 3 Levier de zoom manuel 

Tourner ce levier pour obtenir un zoom avant ou un zoom 
arrifere. 

1 4 Viseur electronlque 

Le sujet plac6 devant le camescope apparalt sur I'ecran du 
viseur. 

1 5 Correcteur de I'oculaire 

Regler le correcteur de I'oculaire selon la vue de fagon que les 
images et indications dans le viseur soient nettes et precises. 

16 Oculaire 
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Controls and Functions (cont'd) 

1 7 Shoulder Strap Holders 

1 8 Tape Eject Button [TAPE EJECT] 

To insert or take out a video cassette, press this button. 

1 9 Battery Pack Eject Lever [B ATT.EJECT] 

Slide this lever to remove the Battery Pack. 

20 Cassette Compartment 

Insert a video cassette into this compartment. 

21 Start/Stop Button 

Press this button to start and stop Recording (or to reset the 
time code, with cassette tape ejected). 

22 Grip Belt 

23 Remote Control Jack [REMOTE] 

24 Edit Jack (EDIT] 

25 S-Video Output Jack [S-VIDEO OUT] 

26 Speaker On/Off Switch [SPEAKER ON/OFF] 

27 Audio Selector Switch [HI-FI/MIX/NORMAL] 

28 Video Output Jack [VIDEO OUT] 

29 RF and DC Output Jack [RF DC OUT] 

30 Audio Output Jack [AUDIO OUT] 

31 DC Input Jack [DC IN 1 2 V] 
Connect the EX; Input Cable to this jack. 

32 Tripod Receptacle 

When using a tripod for stable recording, attach the screw of 
the Iripod to this receptacle. 

33 Character Generator Jack [CHAR. GEN] 
Connect a Character Generator (optional) to this jack. 



Commandes et fonctions (suite) 

1 7 Agrafe metallique pour courroie 

1 8 Touche d'ejection de la cassette [TAPE EJECT] 
Appuyer sur oette touche pour insurer ou retirer une cassette 
video. 

1 9 Levier d'6{ection du bloc-batterie [BATT.EJECT] 

Glisser ce selecteur pour retirer le bloc-batterie. 

20 Compartiment de la cassette 

Inserer la cassette video dans ce compartiment. 

21 Touche de mise en marche/arr^t 

Appuyer sur cette touche pour commencer ou terminer une 
prise de vues (ou pour remettre le code temporel d zero 
quand la cassette vid^o est ^ject^e). 

22 Poignee 

23 Prise de telecommande [REMOTE] 

24 Prise de montage [EDIT] 

25 Prise de sortie S-Vid6o [S-VIDEO OUT] 

26 interrupteur du haut-parleur [SPEAKER ON/OFF) 

27 Sdiecteur de mode audio [HI-FI/MIX/NORMAL] 

28 Prise de sortie video [VIDEO OUT] 

29 Prise de sortie c.c. RF (RF DC OUT] 

30 Prise de sortie audio [AUDIO OUT] 

31 Prise d'entree c.c. [DC IN 1 2 V] 

Raccorder ie fil d'alimentatlon c.c. d cette prise. 

32 Orifice pour tripled 

Lorsqu'un tripled est utilise afin d'obtenir des prises de vue 
stables, fixer la vis du tripled dans cat orifice. 

33 Prise du gen^rateur de caract^res [CHAR.GEN] 
Raccorder k cette prise le gdndrateur de caract^res (vendu 
s6par6ment). 
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Controls and Functions (conVd) 

34 Microphone Mode Selector Switch 
[MIC.SELECT WIDE/TELE/ZOOM) 

35 External Microphone Jacic [MIC] 

36 Low Light Button [LOW LIGHT] 

For recording evening scenes and other scenes in low light 
conditions. 

37 Focus Button [FOCUS] 

Press this button to select manual focus adjustment during 

Recording, 

38 White Balance Button [W.B] 

Press this button to select manual white balance adjustment. 

39 Iris Close Open/Shutter -/+ Button 

The F Number and the shutter speed can be adjusted 
manually by pressing these buttons. 

40 Selector Switch for the Iris/Shutter Speed Adjustment 
Function [IRIS/SHUTTER] 

The Iris Adjustment Function and the High-Speed Shutter 
Adjustment Function can be selected with this switch. 

4 1 Mode Selector Switch [AUTO/MAN UAUPORTR AIT] 

Use this selector switch to select the automatic, manual or 
portrait shooting mode. 

42 Still/Strobe/Tracer Button [STILL/STROBE]/[TRACER] 

Depending on the setting of the [DIGITAL MODE SELECT] 
Switch, this button can be pressed for recording still pictures 
and pictures with strobe effect or with an intentional after- 
image effect. 

43 Digital Zoom/Gain Up Button [DIGITAL ZOOM]/{GAIN UP] 

Depending on the setting of the [DIGITAL MODE SELECT] 
Switch, this button can be pressed to increase the power of 
the power zoom function or to increase the sensitivity when 
recording in the dark. 

44 Digital Mode Selector Switch [DIGITAL MODE SELECT] 

Use this switch to select the desired Digital Function during 
Recording. 



Commandos et fonctions (suite) 

34 Sdlecteur du mode d'enreglstrement du son 
[MIC.SELECT WIDE/TELE/ZOOM] 

35 Pr ise de m Icro externe [M I C) 

36 Touche de fonction faible luminosite [LOW LIGHT] 

Pour la prise de vues le soir ou lorsque la luminosite est faible. 

37 Touche de mise au point [FOCUS] 

Appuyer sur cette touche pendant la prise de vues pour 
selectionner le mode manuel de mise au point. 

38 Touche d'^quillbre du blanc [W.B] 

Appuyer sur cette touche pour selectionner fe mode manuel 
de r^glage de I'^quilibre du blanc. 

39 Touche -f ou - du dlaphragme/de Tobturateur 

Appuyer sur ces touches pour le rdglage manuel de 
I'ouverture F et de la Vitesse d'obturation. 

40 S^lecteur de la fonction r^glage du diaphragme/de la 
Vitesse d'obturation [IRIS/SHUTTER] 

Sdlectionner la fonction de r^glage de I'ouverture du 
diaphragme ou de rdglage de la vitesse d'obturation avec ce 
sdlecteur. 

41 S^lecteur de mode [AUTO/MANUAUPORTRAIT] 

Utiliserce sdlecteur pour choisir le mode prise de vues 
automatique. manuel ou portrait. 

42 Touche arret sur Image/effet stroboscopique/Touche 
traceur [STILUSTROBE]/[TRACER] 

Selon la position de rgglage du selecteur [DIGITAL MODE 
SELECT], on peut appuyer sur cette touche pour enregistrer 
des images fixes et des images avec effet stroboscopique ou 
avec un effet intentionnel de persistence de I'image. 

43 Touche de focale num^rique/Touche de rehaut de gain 
[DIGITAL ZOOM]/[GAIN UP] 

Sefon la position de reglage du selecteur [DIGITAL MODE 
SELECT], on peut appuyer sur cette touche pour augmenter 
la puissance du zoom assists ou pour augmenter la sensibility 
lors d'une prise de vues dans i'obscurite. 

44 Selecteur de mode numerique [DIGITAL MODE SELECT] 

Utiliser ce selecteur pour choisir la fonction de prise de vues 
numerique desir6e. 
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Controls and Functions (cont'd) 



45 Digital Start Button [START] 

Press this button to start the Digital Wipe Function or the 
Digital Mix Function. 

46 Digital Wipe Button [WIPE] 

Press this button for a horizontal wipe transition from a 
moving picture to a still picture from the memory, or 
vice- versa. 

47 Digital Mix Button [MIX] 

Press this button to gradually fade over from the moving 
picture to a still picture from the memory, or vice-versa, or to 
combine the two pictures. 

48 Camera Search Button [ @ /- CAMERA SEARCH +) 
Keep these buttons pressed to play bacl< recorded scenes at 
high speed in reverse direction or at normal speed in forward 
direction. 

To check the last few seconds of the last recorded scene, 
press the [- CAMERA SEARCH] Button briefly. 

49 Fade Button [FADE] 

Press this button to fade out a scene and to fade in the 

following scene for a soft scene-to-scene transition. 

50 On-Screen Display Button [OSD] 

Press this button to make the indications in the Viewfinder 
disappear. 

51 Date/Time Button [DATE/TIME] 

Press this button to make the time and/or date appear in the 
Viewfinder and superimpose them onto the picture while 
Recording. 

52 Interval Button [TIMER/INTERVAL REC] 

Press this button to activate the Self-Timer or Interval 
Recording Function. 



Commandos et fonctions (suite) 

45 Touche de mise en marche num^rique [START] 
Appuyer sur cette touche pour activer la fonctlon de batayage 
numerique ou la fonction de melange numerique. 

46 Touche de balayage numerique [WIPE] 

Appuyer sur cette touche pour obtenir une transition de 
balayage horizontal, d'une image en mouvement a une image 
fixe tir^e de la m^moire, ou vice versa. 

47 Touche de melange num6rique [MIX] 

Appuyer sur cette touche pour obtenir un fondu d une image 
en mouvement a une image fixe tir6e de la m6moire, ou vtee 
versa, ou encore pour combiner les deux images. 

48 Touche de rep^rage [ © /- CAMERA SEARCH +] 

Maintenir une pression sur ces touches pour effectuer la 
lecture d'images a Vitesse acceler^e vers I'arriere ou a vitesse 
normale vers I'avant. 

Pour visionner les dernieres secondes de la derni^re prise de 
vues, appuyer bri^vement sur la touche rep^rage - 

1- CAMERA SEARCH), 

49 Touche de fondu [FADE] 

Appuyer sur cette touche pour obtenir un fondu ferm6 ou un 

fondu ouvert d'une scene a une autre. 

50 Touche d'aff ichage a I'^cran [OSD] 

Appuyer sur cette touche pourfaire disparaftre les indications 

affichees dans le viseur. 

51 Touche date/heurelDATEA'IME] 

Appuyer sur cette touche pour faire afficher indication de la 
date ou de I'heure dans le viseur, et enregistrer ces 
indications en surimpresslon sur I'image pendant une prise de 

vues. 

52 Touche d'enregistrement diff^r^/d intervalle 
[TIMER/INTERVAL REC] 

Appuyer sur cette touche pour activer les fonctions 
d'enregistrement diff6r6 ou k intervalle. 
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Controls and Functions (cont'd) 

53 Reset Button [RESET] 

Press this button to reset the tape counter to "0000". 

54 Memory Button [MEMORY/DISPLAY] 

Press this button to activate the Tape Counter Memory 

Function. 

55 Tracking/Date/Time Shift Button 
[DATE/TIME SHIFT* TRACKING] 

1 ) Press it to advance to the next item during the setting of 
the time and date. 

2) Press it when you want to adjust the tracking manually. 

56 Tracking/Date/Time Set Button 
[DATE/TIME SET* TRACKING] 

1 ) Press it to change the figures during the setting of the time 
and date. 

2) Press it when you want to adjust the tracking manually. 

57 Pause Button [PAUSE] 

Press this button during playback to watch a still picture. 

58 Rewind/Review Button [REW/31 

Press this button to rewind the tape. 

59 Audio Dubbing Button [A.DUB] 

Press this button to add new sound on a recorded tape with 
the Audio Dubbing Function. 

60 Stop Button [STOP] 

Press this button to stop playback. 

61 Play Button [PLAY] 

Press this button to start ptayt)ack. 

62 Still Advance Button [STILL ADV] 

After pressing the Pause Button, press this button to advance 
the still picture frame by frame. 

63 Fast Fonward/Cue Button [©^FF] 
Press this button to wind the tape fonA/ard. 

64 Insert Button [INSERT] 

Press this button to insert new scenes on a previously 
recorded cassette tape. 



Commandes et fonctions (suite) 

53 Touchede remise A zero [RESET] 

Appuyer sur cette touche pour ramener le compte-tours k 

"0000". 

54 Touche m^oire [MEMORY/DISPLAY] 

Appuyer sur cette touche pour activer la fonction de m^moire 
du compte-tours. 

55 Touche de r^glage du plstage/d^calage de la date/heure 
[DATE/TIME SHIFT •TRACKING] 

1 ) y^puyer sur cette touche pour passer a la rubrique 
suivante durant le reglage de la date ou de I'heure. 

2) Appuyer sur cette touche pour r6gler manuellement le 
pistage. 

56 Touche de r^lage du pistage/r^lage de la date/heure 
[DATEyTIME SET* TRACKING] 

1 ) Appuyer sur cette touche pour changer les chiffres 
affich6s durant le r6glage de ta date ou de I'heure, 

2) Appuyer sur cette touche pour r6gler manuellement le 
pistage. 

57 Touche pause [PAUSE] 

Appuyer sur cette touche pendant la lecture pour obtenir un 
arr^t sur image. 

58 Touche rebobinage/r^vision [REW/@] 

Appuyer sur cette touche pour rebobiner le ruban. 

59 Touche dedoublage audio [A.DUB] 

Appuyer sur cette touche pour ajouter une nouvelle trame 
sonore sur un mban deja enregistre a I'aide de la fonction de 
doublage audio. 

60 Touche d'arret [STOP] 

Appuyer sur cette touche pour an-eter la lecture. 

61 Touche de lecture [PLAY] 

Appuyer sur cette touche pourcommencer la lecture. 

62 Touche avance image par image (STILL ADV] 

En mode arrgt sur image (pause), appuyer sur cette touche 
pour faire avancer I'image trame par trame. 

63 Touche avance accdl^r^/reperage [0/FF] 
Appuyer sur cette touche pour faire ddfiler le ruban 
rapidement vers I'avant. 

64 Touche d'insertion [INSERT] 

Appuyer sur cette touche pour inserer de nouvelles scenes 
sur un ruban deja enregistr^. 
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S-VHS Format 

■ About the S-VHS Format 

The S-VHS video format is the new video system that fulfills the 
exceedingly high demands and expectations of today's video- 
information age. It's development is based on the VHS video 
format established throughout the world for home use. and it 
employs a wealth of latest technology to provide higher resolution 
and picture quality. The high-performance S-VHS video cassette 
tapes enable the S-VHS format in making improvements to overall 
picture quality and clarity. 

This S-VHS Movie Camera allows high picture quality recording 
and playback by using the video cassettes bearing the S-VHS 
logo, but also conventional VHS recording and playback on the 
video cassettes bearing the VHS logo. 



Compatibility of VCRs and Tapes 

■ When recording 

When using an S-VHS video cassette for recording, the recording 
format (S-VHS or VHS) can be selected as follows with the 
[S-VHS ON/AUTO/OFF] Switch. 



No indication 



S-VHS format 
VHS format 



•The "@" Indication is displayed in the Viewflnder. 

■ When Playing Bacl< 

•Tapes recorded in the S-VHS format can be ptayed back on this 
IVIovie Camera or on S-VHS VCRs. 

(However, they cannot be played back on VHS VCRs, except on 
those VHS VCRs bearing the "SQPB" logo.) 
•Tapes recorded in the VHS format can be played back on VHS 
VCRs as well as on this Movie Camera and on other S-VHS 
VCRs. 

•The video format in which the video cassette was recorded is 
automatically detected and selected tot playback. 

• If the setting of the (S-VHS ON/AUTO/OFF] Switch is changed 
during recording, some picture distortion will occur at that tape 
position during playback. 



Le format S-VHS 

■ Qu'est-ce que le format S-VHS? 

Le format video S-VHS est un nouveau systeme vid6o developpe 
pour rehausser la qualite de la video au niveau demande 
aujourd'hui, a I'epoque de I'infonnation vid§o. Ce systeme a ete 

developpe a partir du format vid6o VHS utilise dans le monde 
entier pour les equipements video personnels. De plus, il emploie 
les toutes dernieres techniques a la pomte du progr^s dans ce 
domaine pour offrir une definition el une quality d'image 
superieures- La cassette video S-VHS de haut rendement permet 
au format S-VHS de revolutionner la quality et la nettete de 
I'image. 

I'enreglstrement et a la lecture avec les cassettes video portant 
I'indication S-VHS. Elle permet aussi I'enregistrement et la lecture 
avec les cassettes video de fonmat VHS conventionnel portant 
indication VHS. 

Compatibilite des magnetoscopes 
et des cassettes 

m Enregistrement 

Si une cassette video S-VHS est utilisee pour I'enregistrement, le 
format d'enregistrement (S-VHS ou VHS) peut etre selectionne a 
I'aide du s^lecteur du systeme S-VHS [S-VHS ON/AUTO/OFF]. 



Aucune indication 



Format S-VHS 
Format VHS 



• indication "H" apparait dans le viseur electronique. 
■ Lecture 

•Les bandes enregistrees en format S-VHS peuvent etre lues sur 
ce camescope ou sur tout magnetoscope S-VHS. 
(Mais elles ne peuvent pas etre lues sur un magnetoscope VHS.) 

• Les bandes enregistrees en format VHS peuvent etre lues sur un 
magnetoscope VHS, mais egalement sur ce camescope et sur 
tout magnetoscope S-VHS. 

• Le format vid^o dans lequel la cassette a ete enregistree sera 
automatiquement detects et selectionne pour la lecture. 

•Si le reglage du seiecteur est modifie (S-VHS ON/AUTO/OFF] 
pendant la prise de vues, quelques images risquent de presenter 
une distorsion a cat endrolt lors de la lecture. 
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Using the Battery Pack (cont'd) 



How to Insert the Battery Pack 



1 



Insert the Battery Pack until It locks with a click. 



Note: 

insert the Battery Pack with its (+} side facing the rear of the Movie 
Camera. 

■ How to Remove the Battery Pack 

1 Turn the Movie Camera off. 

2 Slide the [BATT.EJ ECT] Lever. 
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Utilisation du bloc-batterie (suite) 

■ Installation du bloc-batterle 



1 



insurer ie bloc-batterie dans son compartiment jusqu'i 
c6 qu'il s'enclenche. 



Remarque: 

Insurer Ie bloc-batterie avec Ie c6t6 positif (+) dirige vers Tarri^re 
du camescope. 

■ Retralt du bloc-batterie 

1 Couper-le contact sur Ie cahiescope. 

2 Faire giisser Ie levier [BATT.EJECT]. 



«^ Pull out the Battery Pack. 
Caution: 

if the Battery Pack is removed during recording or playback, the 
tape remains wound around the video head cylinder and could 
become damaged. 

This is also the case during the loading and unloading of the tape. 



^ Enlever Ie bloc-batterie de son compartiment. 

Attention: 

Si Ie bloc-batterie est enlev6 de I'appareil pendant I'enregistrement 

ou la lecture, Ie ruban demeure enroulg autourdu cylindre des 

tdtes vid6o et peut Stre endommagd. 

Ceci est dgalement Ie cas lors du chargement et du retrait de la 

cassette. 
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Using the AC Adaptor or the Car 
Battery Cord (optional) 

■ How to Use the AC Adaptor 



Connect the DC Input Cable to the DC Input Jack on the 
Movie Camera. 



^ Connect the other end of the cord to the DC Output Jack 
on the AC Adaptor. 

3 Connect the Power Cable of the AC Adaptor to the AC 
Outlet. 

Note: 

When the Movie Camera is turned off, the charging of the Battery 
Pack inserted into the Movie Camera starts. 

■ How to Use the Car Battery Cord (optional) 

1 Start the engine and then plug the Car Battery Cord into 
the Cigarette Lighter Jack. 



Connect the other end of the cord to the DC Input Jack on 
the Movie Camera. 



Notes: 

•The Car Battery Cord can only be used with 1 2 V DC negative- 
grounded vehicles. 

• Do not start the car engine while the Movie Camera is powered by 

the car battery. 



UtUlsatior^ de I'adaptateur secteur 
ou du fil pour batterie de voiture 

(vendu separ^ment) 

■ Utilisation de i'adaptateur secteur 

1 Brancher le fil d'alimentation c.c. d la prise d'entrte c.c. 
du camescope. 



^ Brancher I'autre extremity du fil d'alimentation c.c. ^ la 
prise de sortie c.c. de I'adaptateur. 

3 Brancher le fil secteur de I'adaptateur dans une prise de 
courant. 

Remarque: 

Au moment ou le contact est coup6 sur le camescope, la recharge 
du bloc-batterie ins6r6 dans le camescope debute. 

■ Utilisation du fil pour batterie de voiture 
(vendu separement) 

1 Faire demarrer le moteur de la voiture et brancher le fil 
pour batterie de voiture dans la douille de I'allume- 
cigares. 



Z Brancher I'autre extr6mit6 du fil dans la prise d'entrte 
c.c. du camescope. 

Remarques: 

•Le fil pour batterie de voiture ne doit 6tre utilis6 qu'avec un 
vehicule muni d'un systems de 1 2 V c.c, le negatif a la masse. 

•Ne jamais faire demarrer le moteur de la voiture pendant que le 
camescope est aliments par la batterie de la voiture. 
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Setting the Clock 



■ How to Set the Date and Time 

At the lime of purchase, the clock does not show the correct time 
and must first be adjusted. 



Reglage de Vhorloge 

■ Reglage de la date et de I'heure 

Au moment de I'achat, I'hortoge n'indique pas I'heure precise et 
doit §tre r^l6e d'abord. 



1 Turn the Movie Camera on. 



Etablir le contact sur le camescope. 



Press the [DATE/TIME] Button. 



Keep the [SHIFT] Button pressed for more 
than about 2 seconds. 

•The year portion Q of the Date/Time Indication starts to 
flash. 

•The (lashing portion of the Date/Time Indication can be 
changed with the [SHIFT] Button in the following order: 



Year-* Month-* Day-» Hour-» Minute-* ' 



Press the [SET] Button to change the figures 

Year: 1990^1991-» ^2089—1990-. 

Month: JAN—FEB^ —DEC-^JAN-. 

Day: 1-^2— _31_1_ 

Hour: AM 12-* AMI— -*PM 1 1-.AM 12— 

Minutes: 00-»01-* -*59-»00-* 



• Repeat procedures 3 and 4 until all items have been set correctly. 
•Once the date and time are set and press the [SHIFT] Button in 

response to an accurate time source so that the clock begins to 

run. 



Appuyer sur la touche [DATE/TIME]. 

Malntenir une pression sur la touche [SHIFT] 
pendant plus de 2 secondes. 

• La portion de t'annSe O I'indication date/heure clignote 

dans le viseur. 
•Chaque pression sur la touche de d^calage [SHIFT] fait 

avancer la partie clignotante de I'affichage selon la 

sequence suivante: 



r 



Annee-»Mois-» Date— Heure— Minutes— " 



13 



Appuyer sur la touche [SET] pour changer les 
chiffres. 

Ann6e: 1990—1991— —2089—1990— 

Mois: JAN— FEB— —DEC— JAN— 

Jour: 1—2— _3i^i_ 

Heure: AM 12— AMI— — PM11 — AM12— 

Minutes: 00—01^ -,59—00— 



tRepeter les etapes 3 et 4 jusqu'a ce que tous les reglages aient 
ete completes. 

•Une fois I'heure et la date correctement r^glSe, appuyer sur la 
touche de decalage de maniere k faire fonctionner I'horloge selon 
I'heure precise. 
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Setting the Clock (conVd) 

■ The Built-in lithium battery 

A built-in rechargeable lithium battery maintains the operation of 
the built-in clock when the Movie Camera is turned off. When the 
Movie Camera is in operation, this battery is recharged 
automatically. 

However, if the Movie Camera is not used for a very long time, the 
lithium battery can become exhausted. In this case, the indication 
" ^ " in the Viewfinder flashes and the date and time return to the 
initiallndication "JAN. 1 1990". 

■ How to Recharge the Built-in Lithium Battery 

If the Indication " " in the Viewfinder flashes for approx. 

1 0 seconds when turning the Movie Camera on, the lithium battery 

needs to be recharged as follows: 

1 Connect the Movie Camera to the AC Adaptor 
or insert the Battery Pack into the IMovie 
Camera. 

2 Leave the IMovIe Camera connected for 
20 hours. 

The Movie Camera does not need to be turned on. 

•When the lithium battery is fully charged, it can maintain the 
operation of the clock for approx. one year. 
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Reglage de Vhorloge (suite) 

■ Pile au lithium incorpor^e 

Ce camescope est dot6 d'une pile rechargeable au lithium 
incorpor^ a Tappareii qui maintient le fonctronnement de I'horloge 
lorsque le contact est coupd. Lorsque le camescope 
fonctionne. la pile se recharge automatiquement. 
Toutefois, si le camescope n'est plus utilise pendant une pSriode 
prolongee, la pile peut se decharger. Le cas 6ch^ant, I'indication 
" citgnote sur I'^cran du viseur, et la date et I'heure affichees 
reviennent d I'indication "JAN. 1 1990". 

■ Recharge de la pile au lithium incorporee 

Si I'indication " clignote sur r6cran du viseur pendant environ 
1 0 secondes au moment ou le contact est etabli, la pile au lithium 
doit etre rechargde. Proc^der comme suit: 

1 Raccorder ie camescope a I'adaptateur 
c.a., ou inserer simplement ie bioc-batterie 
dans le camescope. 

2 Laisser ie camescope raccord^ h I'adaptateur 

c.a. pendant au moins 20 heures. 

Le contact n'a pas besoin d'etre etabli sur le camescope. 

•Lorsque la pile au lithium est completement rechargee, elle peut 
marntenir le fonctionnement de I'horloge pendant environ un an. 
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Recording with tlie Date and Time 
Stamp 

During recording, the Date/Time Indication displayed in the 
Viewfinder will also be recorded. 

1 Press the [DATE/TIME] Button. 

•At each press of the [DATE/TIME] Button, the Date/Time 
Indication in the Viewfinder can be changed in the following 
order: 



PM 3:38 

►No Indication —♦OCT. 20 1 995-* OCT. 20 1995- 
date date 
and time only 



•Press the [DATE/TIME] Button to select the desired indication. 



Adjusting the Eyepiece Corrector 



Turn the Movie Camera on. 



2 Slide the control until the Indications in the 
Viewfinder can be seen clearly. 
•With the Eyepiece Corrector Control, the Eyepiece can be 
adjusted to your eyesight. 

Notes: 

•Do not apply any pressure to the Viewfinder except when folding 

it up, raising, lowering and folding down. 
•For viewing the picture in the Viewfinder with the left eye, remove 

the Eyecup and attach it with its longer side facing left 



incrustation de ia date et de i'heure 
suri'image 

Durant une prise de vues, I'indtcation de I'heure et de la date 
affichde sur I'^cran du viseur est aussi enregistrde. 

1 Appuyer sur la touche [DATE/TIME]. 
•Chaque pression sur la touche date/heure permet de 
changer Vindication de la date et de I'heure selon la 
sequence suivante: 



o @ o 

PM 3:38 

r-^-Aucune indication-* OCT. 20 1995 — ►OCT. 20 1995^ 
date et heure date seulement 



•Appuyer sur la touche date/heure pour s^lectionner I 'indication 
d^siree. 



R^giage du correcteur de Vocuiaire 

1 Etablir le contact sur le camescope. 



Z Faire glisser la commande jusqu'a ce que les 
Indications dans le viseur apparalssent 
clalrement. 

•La commande du correcteur de I'oculaire permet d 
I'utilisateur de r6gler I'oculaire selon sa vue. 

Remarques: 

•Ne pas appliquer de pression sur te viseur, sauf au moment de le 

soulever ou de I'abaisser. 
•Pour visionner les images dans le viseur par I'oeil gauche, enlever 

I'oculaire et le fixer avec le c6te le plus long dirig^ vers la gauche 
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Viewfinder 

■ Setting the Viewfinder to Its Shooting Positron 

Turn the Viewfinder backward by 90° so that the Eyecup faces 
backward. 

•The angular part of the Viewfinder can be turned upward and 

downward by 90" each. 
•To be able to watch the picture in the Viewfinder without holding 

the Viewfinder close to the eye, swing up the Eyecup. 
•By pulling on the Viewfinder it can be extended further outside to 

a position that is most comfortable for recording. 

■ Returning the Viewfinder to its Original 
Position 

0 I'urn it f onward toward the Lens. 

Q Retract the Viewfinder by pushing it back toward its base. 

Cleaning 

1 Swing up the eyecup. 

2 Remove dust with a blower brush. 



O Swing down the eyecup. 

•Clean the lens only with a blower brush {used for photo cameras) 
or special lens cleaning tissue (used for glasses and cameras). 

•Wipe the Movie Camera with a clean, dry cloth. Never use 
cleaning fluid or other chemicals. 

■ Cautions for Cleaning 

3o not use benzine, thinner or other chemicals for cleaning, 
Decause they could change the color and damage the surface of 
:he camera body. 

When using a chemically treated cloth for cleaning, carefully follow 
he instructions for its use. 



Le viseur electronique 

■ Pour amener le viseur electronique a la 
position de prise de vues 

Tourner celui-ci vers I'arriere de 90°, de maniere que I'oculaire soit 
dirige vers I'arriere. 

•La partie angulaire du viseur peut 6tre tournee vers le haut ou 

vers le bas avec un angle de 90°. 
• Pour etre en mesure de visionner les images dans le viseur sans 

avoir k maintenir le viseur centre I'oeil, soulever I'oculaire. 
•En faisant glisser le viseur, celui-ci peut etre deplac6 davantage 

vers rext6rieur, de fagon procurer une position plus confortable 

pour la prise de vues. 

■ Pour ramener le viseur electronique a sa 
position d'orlgine 

O Pair© tourner le viseur vers I'avant en direction de I'objectif. 

Q R^tracter le viseur en le repoussant a sa position de 
rangemenl. 



Nettoyage 

1 Soulever roculalre. 

2 Enlever la poussiere en utilisant un soufflet 
poire. 

3 Rabaisser Toculaire. 

•Ne jamais nettoyer Tobjectif avec autre chose qu'un soufflet 
(utilise avec les appareils photographiques) ou un papier special 
pour objectifs (utilis6 avec les verres correcteurs et les cameras). 

• Essuyer le camescope avec un linge doux et sec. Ne jamais 
utiliser de solvant d'aucune sorte. 

■ Precautions i prendre lors du nettoyage 

Ne jamais utiliser de solvant d'aucune sorte (benzine, produits 
chimiques, etc.). Ces produits pourraient modifier la couleur du 
boitier ou en endommager la surface. 

Si un linge traite chimiquement est utilise pour nettoyer I'appareii, 
suivre les consignes d'utilisation du produit en question. 
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Adjusting the Grip Beit 

■ Adjusting the Length of the Grip Belt 

The length of the Grip Belt should be adjusted so that the Grip fits 
comfortably into the palm of your hand and the Start/Stop Button 
and the (W] and [T] Zoom Buttons can easily be pressed with your 
fingertips. 

1 Unfasten the velcro tape closure. 

2 Adjust the length to the size of your hand. 

3 Fasten the velcro tape closure. 

Note: 

Attach the Lens Cap to the Grip Belt, (Hook the clip part on the 
back of the Lens Cap onto the Grip Belt.) 

Attactiing the Shouider Strap 

1 Pull one end of the Shoulder Strap through 
the Shoulder Strap Holder. 

2 Securely attach the end of the Shoulder Strap. 
(O More than 2 cm) 

3 Attach the other end in the same manner. 



Ajustement de ia poignee 

■ Pour ajuster la longueur de la poignee 

La longueur de la poignee doit etre reglee de fagon qu'elle s'ajuste 
parlaitement a la main de I'utitisateur, tout en permettant 
d'atteindre facilement les touches de mise en marche/arret ou 
zoom [Wj at IT], 

1 Detacher la fermeture en velcro. 



^ Regler la longueur de la courroie selon la 
grosseur de la main. 

3 Rattacher la fermeture en velcro. 

Remarque: 

Atlacher le capuchon de Tobjectif a la poignee. (Accrocher la partie 
arriere du capuchon de I'objectif sur la poignee.) 

instaiiatior) de ia bandouiiere 

1 Faire passer une extremite de la bandouiiere 
dans Tagrafe prevue a cette fin a I'avant du 
camescope. 

2 Attacher solidement I'extremite de la 
bandouiiere. (O plus de 2 cm) 

3 Fixer I'autre extremite a I'arriere du 
camescope en procedant de la fagon indiquee 
precedemment. 
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Inserting the Video Cassette 



Cassette vid^o 



■ How to Insert the Video Cassette 

•Use only SVHSAVHS Video Cassettes. 

1 Press the [TAPE EJECT] Button. 

•After a few seconds, the Cassette Connpartment Cover 
opens. 

2 Insert the video cassette with the cassette 
window O facing outside. 

3 Close the Cover until it locks with a click. 

■ How to Eject the Video Cassette 

Make sure that power is supplied to the Movie Camera. 
H Press the [TAPE EJECT| Button. 

2 Pull out the Video Cassette. 

3 crose the Cover until it locks with a cllclc. 

■ Preventing Accidental Erasure of Recordings 

When recording on a previously recorded tape, the previously 
recorded contents will be erased and replaced by a new recording. 
An important recording can be protected against accidental 
erasure, by breaking out the tab (T). If the tab is removed, 
recording on this Video Cassette is no longer possible. 

■ How to Break off the Tab 

1 Break off the tab with a screwdriver in the direction of the 
arrow. 

■ How to Record Again onto a Video Cassette with Removed 
Tab 

2 Cover the hole of the tab firmly with two layers of 
adhesive tape (2). 



■ Insertion d'une cassette vid^o 

•N'utiliser que des cassettes vid^o SS\^ et [VHS. 

1 Appuyer sur la touche [TAPE EJECT]. 

•Attendre quelques secondes que le rabat du compartiment 
s'ouvre. 

2 Inserer la cassette dans le compartiment, la 
fenetre O vers I'exterieur. 

3 Refermer en appuyant sur le rabat du 
compartiment jusqu'a ce qu'il s'enclenche. 

■ Retrait d'une cassette video 

S' assurer que le contact est etabli sur le camescope. 

1 Appuyer su r la touche d 'Ejection de la cassette. 
Z Retirer la cassette. 

S Refermer en appuyant sur le rabat du compartiment 
jusqu'd ce qu'il s'enclenche. 

■ Prevention d'effacementaccidente) 

Lorsqu'une cassette contenant deja des enregistrements est 
utilis6e pour enregistrer, les enregistrements precedents seront 
effaces et remplaces par les nouveaux enregistrements. 11 est 
possible de prot6ger un enregistrement important centre 
I'effacement en brisant la languette de prevention d'effacement de 
la cassette 0. Lorsque cette languette est enlev^e, aucun 
enregistrement ne peut etre effectue sur la cassette. 

■ Pour briser la languette 



Enlever la languette d i'aide d'un tournevis en suivant la 
direction indiqu^ par la fidche. 

Pour enregistrer d nouveau 
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couches) @. 



"I COUNTER 




7 COUNTER 
^ RESET MEMORY 




REW/Sl 



®/FF 




? COUNTER 
^ RESET MEMORY 
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Using the Tape Counter Indicator 

The Tape Counter Indicator^. 

■ How to Reset the Tape Counter to "0000"... 

1 Press the [RESET] Button. 

•The Tape Counter is reset to "0000" 0. 

■ How to Search for Tape Position "0000" After 
Recording or Playback... 



Press the EMORY/DISPLAY] Button. 
•The "M" Indication 0 appears in the Viewfinder next to the 
Tape Counter Indication. 



Z Press the [REW/®] or [©/FF] Button. 

•The tape stops automatically at about the point where the 
Tape Counter reads "M 0000". 

Note: 

•When fast forwarding or rewinding to "M 0000" position, the tape 
counter may not read exactly "M 0000" when the tape stops. 
This is not a malfunction. 

■ To Cancel the Memory Function... 

Press the (MEMORY/DISPLAY] Button twice, 

■ How to Make the Lap Time Counter Indicator 
Appear 

3 Press the [MEiVIORY/DISPLAY] Button again. 
•The Lap Time Counter Indication "L 0:00.00" {real time) O 
appears. 

•The Lap Time Counter counts up only during recording. 



Indications du compte-tours 

Indication du compte-tours O- 

■ Pour ramener le compte-tours a "0000"... 

1 Appuyer sur la touche [RESET]. 

•Le compte-tours est ramen6 a "0000" ©. 

■ Pour rep^rer la position "0000" apr^s une prise 
de vues ou apres la lecture des images... 

1 Appuyer sur la touche [MEMORY/DISPLAY]. 

• L'indication "M" apparait dans le viseur 0 S c6t§ de 
I'indication du compte-tours. 

2 Appuyer sur la touche [REW/Ql [S^^H- 

•Le ruban s'arrete automatiquement ^ I'endroit approximate 
ou le compte-tours indique "M 0000". 

Remarque: 

Lors du rep^rage avant ou arri^re de la position "M 0000", 11 est 
normal que le ruban n'indlque pas exactement "M 0000" au 
moment ou il s'arrete. Cela n'indique pas une d6fectuosit6 de 
I'appareil. 

■ Pour annuler la fonction de mdmoire... 

Appuyer h deux reprises sur la touche [MEMORY/DISPLAY]. 

■ Pour afflcher l'indication du temps ecoul6 

3 Appuyer de nouveau sur la touche [MEMORY/ 
DISPLAY]. 

• Le temps 6coul6 (temps r6el) "L 0:00.00" Q est affich6. 

• L'indication du temps 6coule n'augmente que pendant 
I'enregistrement. 
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Using the On-Screen Display 
Function 

■ How to Turn off the Indications in the 
VIewflnder 

1 Press the [OSD] Button. 

•The indications in the Viewfinder disappear ^ except the 
Warning and Alarm Indications. 

■ To Return to the Initial iUlode... 

Press the [OSDJ Button again. 

Index Signals (viss) 

Tlie index signals make possible the use oi the VHS Index Search 
or the Intro Scan Function when playing back the tape on a VCR 
equipped with these functions. 

An index signal is recorded automatically in the following 
cases: 

•When recording is started for the first time after attaching the 
Battery Pack. 

•When recording is restarted after exchanging the cassette. 

In each of these cases, the "INDEX" Indication 0 in the 

Viewfinder flashes for a few seconds. 

•For the correct functioning of the VHS Index Search and Intro 

Scan Functions on the VCR. the index signals should be at 

intervals of not less than 2 minutes. 
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Affichage a Vecran 

■ Pour annuler I'affichage a I'ecran du viseur 

1 Appuyer sur la touche [OSD]. 

• Les indications affichees ^ I'ecran du viseur disparaissent 
0, a I'exception des indications d'avertissement et 
d'alarme. 

■ Pour revenir au mode d'affichage initial... 

Appuyer de nouveau sur la touche [OSD], 

Signaux dlndex (vtss) 

L'enregistrement des signaux d'index rend possible I'utilisation du 
systeme de reperage VHS par index, ou la fonction de balayage, 
lors de la lecture d'une cassette sur un magnetoscope dote de ces 
fonctions. 

Le signal d'index est enregrstr^ automatiquement dans les 
situations sulvantes: 

• Lors d'une premiere prise de vues survenant apres I'installation 
du bloc-batterie. 

• Lorsque l'enregistrement reprend apres un changement de 
cassette. 

Dans chacune de ces situations, I'indication "INDEX" Q clignote 
pendant quelques secondes dans le viseur 6lectronique. 

• Lors de l'enregistrement des signaux d'index, espacer chacun 
des signaux d'au moins deux minutes, 
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Audio Recording 

■ The Sound Recorded with the Stereo 
Microphone 

This Movie Camera is equipped with a stereo zoom microphone. 
Depending on the setting of the [MIC.SELECT WIDE/TELE/ 
ZOOM] Switch O, the sound will be recorded with different effect. 

WIDE; The sound will be recorded with stereo effect. 

TELE: The sound will be recorded with tele effect. 

Compared with the "WIDE" setting, the microphone's 
sensitivity Is directional and the sound from distant 
subjects can be received louder and more distinctly. 

ZOOM: The zoom control of the microphone is coupled with the 
Zoom Buttons. When pressing the [W] Zoom Button, the 
sound will be recorded with stereo effect. When pressing 
the (T] Zoom Button, the microphone's sensitivity is 
directional and the sound from distant subjects can be 
received louder and more distinctly. 

• For normal recording, set the [MIC.SELECT WIDE/TELE/ZOOM] 
Switch to "WIDE". 

■ To Listen to the Audio during Recording or 
Playback 

When the [SPEAKER ON/OFF) Switch O 'S set to "ON", it is 
possible to listen to the audio during recording or playback. 
When it is set to "OFF", the audio cannot be heard. 

■ Audio Dubbing 

For playback, select the desired audio with the [Hi-Fi/MIX/ 
NORMAL] Switch ©. 

Hi-Fi: The original sound (audio before performing an audio 

dubbing) alone can be heard. 
MIX: The original and the dubbed audio can be heard mixed 

together. 

NORMAL: The dubbed audio alone can be heard. 

■ The Sound Recorded with Insert Editing 

For playback, select the desired sound with the (Hi-Fi/MIX/ 
NORMAL] Switch O' 

Hi-Fi: The inserted audio alone can be heard. 
MIX: The original and inserted audio can be heard mixed 
together. 

NORMAL: The original audio (sound before performing insert 
editing) alone can be heard. 
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Enregistrement audio 

■ Son enregistr^ avec le micro st^r^o 

Ce camescope est equip6 d'un micro st6r6o associ6 a la fonction 
de zoom. Le son sera enregistr6 differemment selon le reglage du 
mode d'enregistrement du son [MIC.SELECT WIDE/TELE/ZOOM] 

o 

WIDE: Le son est enregistre avec un effet stereophonique. 

TELE: Le son est enregistr6 avec un effet directionnel. 

Comparativement au r6glage "WIDE", la sensibility du 
micro est directionnelle et le son des sujets eloign6s sera 
re9u plus fort et plus clairement. 

ZOOM: La commando de cette fonction du micro est coupl6e avec 
les touches de focale. Si Ton appuie sur la touche [W] de 
focale, le son est enregistr6 avec un effet st6r6ophonique. 
Si Ton appuie sur la touche [T], la sensibility du micro 
devieni directionnelle et le son des sujets yioign^s est 
regu plus fort et plus clairement. 

• Pour les prises de vues normales, r6gler ce s6lecteur 
[MIC.SELECT WIDE/TELE/ZOOM] a "WIDE". 

■ Pour ecouter le son pendant la prise de vues 
ou la lecture 

Lorsque I'interrupteur [SPEAKER ON/OFF] 0 est sur "ON", il est 
possible d'entendre le son pendant la prise de vues ou la lecture. 
Lorsqu'il est sur "OFF", il n'est pas possible d'entendre le son. 

■ Doublage du son 

A la lecture, s^lectionner le son desire ^ I'aide du s^lecteur de 

mode audio [Hi-Fi/MIX/NORMAL] ©. 

Hi-Fi: Seul le son initial (le son enregistr6 avant le doublage 

du son) peut etre entendu. 
MIX: Le son initial et le son ajout6 peuvent etre entendus 

ensemble. 

NORMAL: Seul le son ajout6 peut etre entendu. 

■ Montage par insertion 

A la lecture, s6lectionner le son k I'aide du selecteur de mode 
audio [Hi-Fi/MIX/NORMAL] O- 
Hi-Fi: Seul le son ins6r6 peut §tre entendu. 
MIX: Le son initial et ins6r6 peuvent etre entendus 
ensemble. 

NORMAL: Seul le son initial (le son enregistr6 avant le montage 
par insertion) peut 6tre entendu. 
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Holding the Movie Camera during 
Recording 



1 



Normal Recording. 

•When walking while recording, keep both eyes open so that 
you can see where you are going and what is happening 
around you. 

•Place the Movie Camera on your right shoulder and hold it 

firmly with both hands. 




Comment tenir le camescope 
pendant une prise de vues 

1 Prise de vues normale 

• Pour une prise de vues taite en marchant, garder les deux 
yeux ou verts afin de pouvoir se diriger aisdment et bien voir 
tout ce qui se passe autour. 

•Placer le camescope sur I'dpaule droite et le tenir 
fermement des deux mains. 

tTttO^XiJ^J^— i I ^ ' ' ' '■ Hu-Hi'i 
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Recording 

1 Insert the charged Battery Pack. 

2 Turn the Movie Camera on. 



O Slide the [CAIUIER A/VCR] Selector Cover to 
"CAMERA". 

4 Insert a cassette with Intact erasure 
prevention tab. 

•A few seconds after closing the Cassette Compartment, the 
Movie Camera will be in the recording pause mode. 

5 Slide the [S-VHS ON/AUTO/OFF] Selector 
Switch to 'ON/AUTO" or "OFF". 

• In the "ON/AUTO" position, the S-VHS recording system is 
selected and the "0" Indication is lit. Playback will not be 
possible on a normal VHS VCR. 

• In the "OFF" position, the "@" Indication is not lit. 

6 Remove the Lens Cap. 

7 Press the Start/Stop Button. 

■ To Pause the Recording... 

Press the Start/Stop Button. 

■ To Shoot the Next Scene(s}... 
Press the Start/Stop Button again. 

■ To Stop the Recording... 

Press the Start/Stop Button to stop the recording and then 
turn the l^ovie Camera off. 

Note: 

If the Movie Camera is left in the recording pause mode for more 
than 5 minutes, the recording pause mode will be canceled and the 



Prise de vues 

1 Installer un bloc-batterie compietement 
recharge. 

2 Etablir le contact sur le camescope. 

3 Glisser le rabat du s^lecteur [CAMERAA/CR] 
dia position "CAMERA". 

4 Inserer une cassette munle de sa languette de 
prevention d'effacement. 

•Quelques secondes apres la fermeture du compartiment a 
cassette, le camescope passe en mode pause a 
I'enregistrement. 

5 Glisser le selecteur [S-VHS ON/AUTO/OFF] d 
"ON/AUTO" ou h "OFF". 

•Dans la position "ON/AUTO", c'est le format S-VHS qui est 
selectionn6 et I'indication "0" est affich6e. La lecture ne 
sera pas possible sur un magn6toscope VHS normal. 

•Dans la position "OFF", Tindicalion "H" n'est pas affich^e. 

6 Retlrer le capuchon de Tobjectif. 

7 Appuyer sur la touche de mise en marche/ 
arret. 

■ Pour arrdter temporairement la prise de vues... 

Appuyer sur la touche de mise en marche/arret. 

■ Pour en registrar de nouvelles scenes... 

Appuyer de nouveau sur la touche de mise en marche/arret. 

■ Pour mettre fin a la prise de vues... 

Appuyer sur la touche de mise en marche/arrSt pour arrSter la 
prise de vues, puis couper le contact sur le camescope. 

Remarque: 

Si le mode pause est maintenu pendant plus de cinq minutes, 
I'appareil passe automatiquement en mode verrouillage a 
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Checking the Recorded Scene 

1 Press the Start/Stop Button to pause during 
recording. 

•The "PAUSE" Indication appears in the Viewfinder. 

2 Press the (Ig)/- CAMERA SEARCH +] 
Button briefly. 

•The "CHK ' Indication in the Viewfinder lights up, and the 
last 2-3 seconds of the last recorded scene will be played 
back in the Viewfinder. After that, Movie Camera is again in 
the recording pause rriode. 
("CHK" means Check.) 

Note: 

During shooting, use this function to confirm from time to time that 
the recording has been performed correctly. 

Searching for a Previously Shot 

Scene (Camera Search) 

■ How to Search for a Point in a Recorded Scene 

After inserting the recorded video cassette: 

1 Slide to "CAMERA". 

2 Keep the [(g)/- CAMERA SEARCH! Button 
pressed. 

•While this button is kept pressed, the recorded scene will be 
played back at high speed in reverse direction. 

Or keep the [CAMERA SEARCH +] Button 
pressed. 

•While this button is kept pressed, the recorded scene will be 
played back at normal speed in forward direction. 

3 Release this button after reaching the desired 
point. 

•The Movie Camera is put into the recording pause mode. 



Vislonnement d'un enregistrement 

1 Appuyer sur ia touche de mise en marche/ 
arret pour interrompre la prise de vues. 

• L'indication "PAUSE" apparatt dans le viseur. 

2 Appuyer bridvement sur la touche [ [g] / 

- CAMERA SEARCH +]. 

•L'indication "CHK" apparalt dans le viseur, et les images 
des 2 ou 3 dernieres secondes de la sc^ne enregistree 
pr6cedemment sont projetees a I'^cran du viseur. Ensuite, 
le camescope passe de nouveau en mode pause d 
I'enregistrement. 
("CHK" indique revision.) 

Remarque: 

Durant la prise de vues, utiliserde temps en temps cette fonction 
de maniere a s'assurer que I'enregistrement s'est bien d6roul6. 

Reperage d'une scene enregistree 
precedemment 

■ Reperage d'un point precis dans la scene 

enregistree 

Apres avoir ins^r^ la cassette contenant I'enregistrement: 

1 Glisser le s^lecteur ^ la position "CAMERA". 

2 Maintenir une pression sur la touche [(g)/ 

- CAMERA SEARCH]. 

• Pendant que la touche est enfonc6e, la sc^ne enregistree 
est lue a vitesse acc6ler6e en direction arriere. 

Ou maintenir une pression sur la touche 
[CAMERA SEARCH +]. 

• Pendant que la touche est enfoncee, la scene enregistree 
est lue a vitesse normale en direction avant. 

3 Degager la touche apres avoir atteint le point 
recherche. 

•Le camescope passe en mode pause a I'enregistrement. 
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Recording with Clean Edits 

This function makes it possible to achieve smooth transitions 
between a previously and a newly recording segment. 

1 Turn the Movie Camera on. 

2 Slide the [CAMERA/VCR] Selector Cover to 

"VCR" side. 

("VCR" means Video Cassette Recorder.) 

3 Press the [PLAY] Button. 

4 Press the [PAUSE] Button after reaching the 

point where you want to add the next scene. 
(Thereby erasing the rest of ttie previously recorded 

scene.) 

5 Slide the [CAMERA/VCR] Selector Cover to 
"CAMERA". 

6 Press the Start/Stop Button to start shooting 
the new scene. 

•The recording starts. 



Prise de vues avec montages precis 

Cette fonction permet d'assurer une transition en douceur entre 
une sequence enregistr6e pr6c6demment et une nouveile 
sequence. 

1 Etablir ie contact sur le camescope. 

2 Glisser le rabat du s^lecteur [CAMERA/VCR] 
^ ia position "VCR". 

("VCR" est l'abr6vlation anglaise de magn^oscope.) 

3 Appuyer sur la touche [PLAY]. 

4 Appuyer sur la touche [PAUSE] k I'endroit ou 

la nouveile sc^ne doit etre ajoutee. 

(Le reste de I'enregistrement precedent sera par le fait 

m6me efface.) 

5 Glisser le rabat du s6lecteur [CAMERA/VCR] 
^ "CAMERA". 

6 Appuyer sur la touche de mise en marche/ 
arret pour commencer Tenregistrement de la 
nouveile sc^ne. 

•La prise de vues dMute. 
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Recording a Still Picture 

For recording a Still Picture of Any Desired Duration: 

1 Slide the [CAMERA/VCR] Selector Cover to 
"CAMERA". 

2 Push the [DIGITAL MODE SELECT] Switch 
upwards. 



Press the [STILUSTROBE] Button. 
•The image in the Viewfindar stands still. 
•By pressing the [STILUSTROBE] Button repeatedly, the 
mode can be changed in the following order: 



NORMAL-.STILL— STROBE 



4 Press the Start/Stop Button. 

•The still picture In the Viewfinder will be recorded. 

■ To Cancel this Function... 

Press the [STILLySTROBEj Button two times until normal 
movement in the Viewfinder is observed. 

Hints for Recording Still Pictures 

•To prevent picture distortion, do not move or shake the Movie 
Camera during still picture recording. 

•Since the still picture is recorded from the digital image memory, 
the picture quality may be slightly inferior to that of normally 
recorded pictures. 



Enregistrement d'une image fixe 

Cette fonction permet I'enregistrement d une image fixe de la 
durde ddsirde. 

1 Glisser le rabat du s^lecteur [CAMERA/VCR] 
d "CAMERA". 



^ Pousser le selecteur [DIGITAL MODE 
SELECT] vers le haut. 

3 Appuyer sur la touche [STILL/STROBE]. 

•L'image d I'teran du viseur demeure fixe. 
•Chaque pression sur la touche arrdt sur image/effet 
strobosccpique [STILUSTROBE] change le mode selon la 

s6quence suivante: 

p NORMAL-* STILL^ STROBE — | 

4 Appuyer sur la touche de mise en marche/ 
arret. 

•L'image fixe affichee au viseur est enregistr^e. 
■ Pourannuler... 

Appuyer sur la touche arret sur image/effet stroboscopique a deux 
reprises, jusqu'd ce que le mouvement des images dans le viseur 
redevienne normal. 

Consells concernant I'enregistrement d'images fixes 

•Afin d'^viter toute distorsion des images, 6viter de faire bouger le 

camescope pendant l enregistrement d'une image fixe. 
• Stantdonne que l'image fixe est enregistr6e a partir de la 

memoire num^rtque des images, la quality des Images peut etre 

Idgdrement inf^rieure ei celle des images enregistrdes 

nomnalement. 



\ 
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Recording with Strobe Effect 

For continuously recording 6 still images per second: 

1 Slide the [CAMERAA/CR] Selector Cover to 
"CAMERA". 



2 

3 
4 



Push the [DIGITAL MODE SELECT] Switch 
upwards. 



Press the [STILL/STROBE] Button twice. 
•The picture in the Viewfinder will also have a strobe effect. 



Press the Start/Stop Button. 

•Continuous recording with strobe effect is now possible. 



■ To Cancel this Funciton... 

Press the [STILL/STROBE] Button until normal movement in the 
Viewfinder is observed. 

Hints for Recording Pictures with Strobe Effect 

By combining the Strobe Function with the High-Speed Shutter, the 
strobe effect can be increased. (For outdoor recording, the 
1/250-second shutter speed is recommended.) 
(See page 37.) 

Notes: 

•When recording under fluorescent lamps, the brightness of the 

picture may flicker. 
•Since the strobe pictures are recorded from the digital image 

memory, the picture quality may be slightly inferior to that of 

normally recorded pictures. 



Prise de vues avec effet 
stroboscopique 

Cette fonction permet I'enregistrement continu de 6 images fixes a 
la seconde. 

1 Glisser le rabat du s^lecteur [CAMERA/VCR] 
^ "CAMERA". 



2 
3 
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Pousser le selecteur [DIGITAL MODE 
SELECT] vers le haut. 

Appuyer sur la touche [STILL/STROBE] a 
deux reprises. 

•L'image a I'ecran du viseur presente un effet 
stroboscopique. 



4 Appuyer sur ia touche de mise en marche/ 
arret. 

•La prise de vues continue avec effet stroboscopique debute. 
■ Pourannuler... 

Appuyer sur la touche arret sur image/effet stroboscopique jusqu'a 
ce que le mouvemenl des images dans le viseur redevienne 
normal. 

Conseils concernant la prise de vues avec effet 
stroboscopique 

En combinant la fonction d'effet stroboscopique avec celle 
d'obturation a pose ultra-breve, I'effet stroboscopique peut etre 
augment^. (Pour des prises de vues a I'ext6rieur, tl est 
recommande d'opter pour une vitesse d'obturation de 1 /250e de 
seconde.) 
(Voir page 37.) 

Remarques: 

• Lors d'une prise de vues effectuee sous des lampes 
fluorescentes, la brillance de l'image peut fluctuer. 

• ^tant donne que les images avec effet stroboscopique sont 
enregistr6es a partir de la memoire numerique des images, la 
quality des images peut etre I6gerement inferieure a celle des 
images enregistr6es normalement. 



Using the Zoom Function 



Prise de vues en zoom 



This Movie Camera offers both power and manual zooming. Use 
these functions according to the recording situations and types of 

subject. 

■ Using the Power Zoom 

Pressing the (W] or [T] Zoom Button gives you smooth nrotor- 
driven zoom. 

1 Keep pressed for terephoto. 

Zoom in (subject appears closer O) 

Keep pressed for wide-angle. 
Zoom out (subject appears further away @) 

■ Using the lUlanual Zoom 

Quicit zooming is possible by manually turning the Manual Zoom 
Lever up or down. 

1 Turn the Manual Zoom Lever. 

Turn ft downward (T) to zoom toward teiephoto. 
Turn it upward © to zoom toward wide-angle. 

Notes: 

•Do not operate the [W] or (TJ Zoom Button and the Manual Zoom 
Lever simultaneously, because this could cause the zoom drive 

to malfunction. 

•Quick manual zooming causes the subject to temporarily go out 
of focus. 

The Manual Zoom Function is mainly intended for framing a 
scene (giving the subject the desired size within the picture) 
before starting to record. 
•When slowly turning the Manual Zoom Lever in the Manual Focus 
Mode, the subject temporarily goes out of focus. For slow 
zooming, it is recommended to use the [W] or [J] Zoom Button. 



Ce camescope permet de r6aliser aussi bien des prises de vues en 
zoom assiste qu'en zoom manuel. Utiliser ces fonctions selon les 
situations de prise de vues et les types de sujets concernes. 

■ Utilisation de la fonction de zoom assists 

En appuyant sur la touche de zoom [W] ou [T], on peut utiliser tres 
souplement le zoom assiste. 

1 Maintenir une pression sur la touche "T" pour 
un r^glaget^l^objectif. 

Proc^der au zoom avant (le sujet apparait plus rapproch^ 

O) 

Maintenir une pression sur la touche "W" 
pour un r^glage grand-angulaire. 
Proc^der au zoom arrldre (le sujet s'^lolgne ^) 

■ Utilisation de la fonction de zoom manuel 

I! est possible d'effectuer un zoom rapide sur un sujet en toumant 
manuellement le levlerde zoom manuel vers le haut ou veis le 
bas. 

1 Tourner le levler de zoom manuel. 

Le tourner vers le bas ® pour r6gter le zoom vers t6l6photo. 
Le tourner vers le haut (g) pour r^ler le zoom vers grand- 
angulaire. 

Remarques: 

•Ne pas actionner simultan^ment la touche de zoom [W] ou [T] et 
le levierde zoom manuel, carceci pourrait provoquer un 
der6glement du dispositif d'entrainement du zoom. 

•En mode de zoom manuel rapide, la mise au point sur le sujet est 
temporairement floue. 

La fonction de zoom manuel sert principalement k cadrer une 
scdne {k donner au sujet la taille dteirde dans I'image) avant 

d'enclencher la prise de vues. 
•En mode de mIse au point manuelle, lorsqu'on tourne lentement 
le levier de zoom manuel, la mise au point sur le sujet est 
temporairement floue. Pour effectuer une prise de vues en zoom 
lent, it est recommandd d'utiliser la touche de zoom [W] ou {Tj- 
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■ Using the Digital Zoom 

The Digital Zoom Function makes it possible to zoom in on a 
subject and enlarge it by up to 1 00 times by using the [T] Zoom 
Button and the [DIGITAL ZOOM] Button. 

1 Push the [DIGITAL MODE SELECT] Switch 
upwards. 

2 Press the [DIGITAL ZOOM] Button. 

•Press once, and the "D.ZOOM ^ " Indication appears in the 
Viewflnder; press twice, the "D.ZOOM 2" Indication 
appears. 

3 Press the rn Zoom Button O- 

■ To Cancel this Function... 
Press the [DIGITAL ZOOM] Button. 

•When the Digital Zoom Function is turned off, the zoom range Is 
limited to X 12. 

•When the Digital Zoom Function is activated, the picture Is 

magnified electronically and the zoom range Is Increased to x24 

(D.ZOOM 1 ) and X 1 00 (D.ZOOM 2). 
•The Digital Zoom Function slightly decreases the picture 

resolution and fine picture details. 
•When shooting under very bright conditions, the after-image can 

be eliminated by selecting a shutter speed of 1 /250 or 1 /500 sec. 

Notes: 

•The higher the magnification of the Digital Zoom becomes, the 
gralner the picture will be. When the zoom range is increased to 
X 1 00, the picture and its colors may become unnatural. 

•Zooming in the Digital Zoom Mode is not possible with the 
Manual Zoom Lever. (If it is used, zooming in is not possible 
beyond X12 magnification.) 



2 1 



FRANQAIS 



■ Utilisation de la tonction dezoom num^rlque 

Cette fonction permet deffectuer un zoom avant sur un sujet et 
d'agrandir I'imagejusqu'd 100 fois grSce ^ rutilisatlon de la louche 
de variation de la f ocale [T] et de la louche de focale numdrique. 

1 Pousser le s^lecteur [DIGITAL MODE 
SELECT] vers le haut. 

2 Appuyer sur la touche [DIGITAL ZOOM]. 

•Appuyer une fois pour f aire appara?tre I'indication 
"D.ZOOM 1 " dans le viseur; appuyer une seconde fois pour 
faire apparaTtre I'indication "D.ZOOM 2". 

3 Appuyer sur la touche de variation de la 
focale [T] O- 

■ Pourannuler... 

Appuyer sur la touche de focale num6rlque [DIGITAL ZOOM]. 
•Loi^ue la fonction de focale numdrlque est invalidde, la port^e 

de la focale est limitde ^ x 1 2. 
•Lorsque la fonction de focale num6rique est valid6e, I'image est 

agrandie electroniquement et la portee de la focale est accrue a 

x24 (D.ZOOM 1 ) et X 1 00 (D.ZOOM 2). 

• La fonction de focale num^rique diminue l^drement la definition 
et la precision des images. 

•Lors de prises de vues sous un ddairage tres fort, I'effet de 
persistance de I'image peut dtre dlimind en sdlectionnant une 
Vitesse d'obturation de 1/250e ou 1/500e de seconde. 

Remarques: 

• Plus I'agrandissement de I'image est important, plus le grain de 
I'image augmente. Lorsque la port6e de la focale est accrue ^ 
X 100, I'image et les couleurs peuvent paraTtre non naturelles. 

•En mode de focale num^rlque, il n'est pas possible d'effectuer 
des prises de vues au zoom avec le levierde zoom manuel. (Si 
on utilise ce levier, I'agrandissement en zoom avant ne 
ddpasssra pas x 1 2.) 
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Recording Fades to Black 

■ How to Fade In O 

Fading in from black is very effective at the beginning of a movie 
and for soft transitions between scenes. 

1 Press the Start/Stop Button to pause the 
recording. 

2 Keep the [FADE] Button pressed. 

3 After the picture in the Viewfinder has 
disappeard, press the Start/Stop Button to 
start the recording. 

4 After about 3 seconds, release the [FADE] 
Button. 

■ How to Fade out 0 

Fading out to black is convenient at the end of a scene to create a 
soft ending. 

1 Keep the [FADE] Button pressed during 
recording. 

2 After the picture has disappeared, press the 
Start/Stop Button to stop the recording. 

3 Release the [FADE] Button. 



Prise de vues avec fondu au noir 

■ Fondu ouvertO 

Le fondu ouvert a partir d'une image noire est tres utile en debut du 
film et pour obtenir des transitions en douceur entre les scenes. 

1 Appuyer sur la touche de mise en marche/ 
arrdt pour Interrompre la prise de vues. 

2 Maintenir une pression sur la touche [FADE]. 

3 Une fois que I'lmage dans le viseur a disparu, 
appuyer de nouveau sur la touche de mise en 
marche/arret pour reprendre la prise de vues. 

4 D6gager la touche [FADE] apr^s 3 secondes. 

■ Fondu ferm6 O 

Le fondu ferm6 vers une image noire est tres utile a la fin d'une 
scene afin de terminer la prise de vues en douceur. 

1 Maintenir une pression sur la touche [FADE] 
pendant la prise de vues. 

2 Une fois que I'image dans le viseur a disparu, 
appuyer sur la touche de mise en marche/ 
arret pour mettre fin ii la prise de vues. 

3 D^gager la touche de [FADE]. 
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Recording ''Trair Effects 

This function can be used lo emphasize the speed of movements 
in fast-action scenes. 

1 Push the [DIGITAL MODE SELECT] Switch 
downwards. 

2 Press the [TRACER] Button. 
•The "TRACER" Indication appears. 

■ To cancel this function... 

Press the pTRACER) Button again or slide the Digital Mode Select 
Switch upwards. 

Recording Sunsets or Other 

Evening Scenes (Low Ught Function) 



1 

2 



Set the Mode Selector Switch to "MANUAL". 



Press the [LOW LIGHT] Button. 

•The "LOW L" Indication appears. 

•This increases the sensitivity compared to the "AUTO" 

setting of the Mode Selector Switch and assures stable 

images in relatively low light. 



Notes: 

• Even if this mode is used for outdoor recording in the daytime, the 
result will be almost the same as when the Mode Selector Switch 
is set to "AUTO". 

• In the Portrait Mode, the LOW Light Function is activated. 
(See page 62.) 



Prise de vues avec effet de 
persistence de i'image 

Cette fonction peut etre utilisee pour augmenter la vitesse des 
mouvements dans les scenes a action rapide. 

1 Pousser le selecteur [DIGITAL MODE 
SELECT] vers le bas. 

2 Appuyer sur la touche [TRACER]. 

•Vindication "TRACER" apparalt dans le viseur. 

■ Pourannuler... 

Appuyer de nouveau sur la touche [TRACER] ou glisser le selecteur 
de mode num6rique vers le haut. 

Prise du vues de couctiers de so/e/7 
ou de tout autre scene !e soir 

(Fonction faible iunninosite) 

1 Regler le selecteur de mode a la position 
"MANUAL". 

2 Appuyer sur la touche [LOW LIGHT]. 

• L'indication "LOW L" apparait dans le viseur. 

•Ceci augmente la sensibility comparativement au r^glage 

"AUTO" du selecteur de mode et assure des images 

toujours stables en faible luminosity. 

Remarques: 

•Si ce mode est utilis6 pour la prise de vues en plein jour a 
rext6rieur, les r6sultats seront comme en reglage "AUTO" du 
selecteur de mode. 

•La fonction faible luminosity est activ^e en mode "PORTRAIT". 
(Voir page 62.) 
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Recording Backlit Scenes 

(Iris Adjustment) 

This function makes it possible to brighten up the subject when 
using a light source, behind the subject. 

1 Set the Mode Selector Switch to "MANUAL" 

2 Set the [IRIS/SHUTTER] Selector Switch to 
"IRIS". 
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Prise de vues avec eciairage en 
contre-jour 

(Reglage de I'ouveriure du diaphragme) 

Cette fonction permet d'augmenter I'^ciairage sur le sujet en 
utilisant une source lumineuse derrifere le sujet. 

1 R^gler le selecteur de mode a "MANUAL". 

2 Regler le selecteur [IRIS/SHUTTER] ^ "IRIS". 



3 Press repeatedly the either the [OPEN] or 
[CLOSE] Button to select the desired F 
Number. 

•The F Number Indication appears. 

•The F Number can be changed in 1 8 steps: 
0P+G2, 0P+G1. OPEN. F2, F2.4, F2.8, F3.4, F4, F4.8, 
F5.6, F6.8, F8, F9.6. F11. F14, F16, F19. CLOSE 



3 Appuyer de fagon rep^t^e sur Tune des 
touches pour s^lectlonner I'ouverture F. 

•L'indication d'ouverture F correspondanle est affich^e. 
• 1 8 r6glages diff6rents d'ouverture F sont offerts: 

0P+G2, OP+GI. OPEN, F2, F2.4, F2.8, F3.4, F4, F4.8. 

F5.6, F6.8, F8. F9.6, F11. F14, F16. F19, CLOSE 

■ Pour revenlr au reglage normal du diaphragme... 
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Recording in Dark Scenes 

(High Sensitivity Function) 

1 Push the [DIGITAL MODE SELECT] Switch 
downwards. 

2 Press the [GAIN UP] Button. 

•By pressing the [GAIN UP] Button repeatedly, the degree of 
the sensitivity can be changed as follows: 

p*Noindication-»GAIN x4-^GAIN x8 , 

1 o o o 
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Prise de vues de scenes sombres 

(Fonction de sensibilite eievee) 

1 Pousser le selecteur [DIGITAL MODE 
SELECT] vers le bas. 

2 Appuyer sur la touche [GAIN UP]. 

•Des presstons successives sur la touche de rehaut de gain 
font varier le degr6 de sensibility seion la sequence 
suivante; 

r-*Aucune indication->GAIN x4-»GAIN x8 — i 

o o e 



Notes: 

•Some lag distortion will occur. 

•When the High Sensitivity Function is activated, no other Digital 
Mode can be used. 

•The High-Speed Shutter Function and Iris Adjustment will be 

canceled automatically, 
•In the High-Sensitivity Mode, the focus must be adjusted 

manually since the Movie Camera is automatically put into the 

Manual Focus Mode. 



Remarques: 

•Une certaine distorsion par persistance de I'image peut survenlr. 
•Lorsque la fonction de sensibility elevde est validee, aucune 

autre fonction du mode numerique ne peut etre utilis6e. 
• La fonction d'obturation a pose ultra breve et r§glage de 

I'ouverture du diaphragme est annulee automatiquement. 
•En mode de sensibilite elev6e, la mise au point peut dtre regime 

manuellement etant donne que le camescope est 

automatiquement placd en mode manuel de mise au point. 
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Using the Macro Function 

The Macro Close-up Function makes it possible to shoot very small 
objects, photos, printed matter, Insects and many other things. 

1 Keep pressing to zoom to the maximum wide- 
angle position. 

2 Approach the subject to the desired distance. 
•The focus will be adjusted automatically (Auto Focus Mode). 



O Press the Start/Stop Button. 
•The recording starts. 

Hints for Recording with the Macro Close-up Function 
•To get more or less of the subject into the picture, change the 

distance between the lens and the subject; do not use the (W] or 

[TI Zoom Button. 
•As the depth of field is very small in macro shooting, even slight 

camera movements can cause the subject lo go out of focus. 

Therefore, it is recommended to use a tripod. 
•When the zoom lens is in its maximum telephoto position, the 

minimum recording distance between lens and subject is 1 .5 m. 
•In macro close-up shooting, the subject can be approached down 

to a minimum distance of 4 cm between lens and subject. 

It is recommended to use the Auto Focus Mode. However, with a 

stable camera position (tripod, etc.). the Manual Focus Mode can 

also be used. 
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Prise de vues avec fonction macro 

(Plan rapproche) 

Cette fonction permet d'effectuer une prise de vues sur des objets 
tr^s petits, des photos, des rmprimes, des insectes et bien d'autres. 

1 Malntenir une pression sur cette touche afin 
d'obtenir un grand-angulaire maximal. 

2 Se rapprocher du sujet seion la distance 
d^slrde. 

•La mise au point se fait automatiquement (mode de mise au 
point automatique). 

3 Appuyer sur la touche de mise en marche/ 
arr§t. 

• La prise de vues debute. 

Conseils concernant la prise de vues avec fonction macro 
•Pour varier la grandeur du sujet par rapport a I'image, faire varier 

la distance entre I'objectif et le sujet; ne pas se servir des touches 

de focale [W] ou [T]. 
•Comme la profondeur de champ est trfes faible en prise de vues 

macro, meme les plus I6gers mouvements de camera peuvent 

suff ire k der^gler la mise au point du sujet. II est done 

recommand^ d'utiliser un tripled. 
•Lorsque I'objectif est d la position tdldobjectif maximale, la 

distance minimale entre le sujet et I'ot^ectif doit §tre de 1 .5 m. 
•Lors d'une prise de vues en macro, la distance minimale entre 

I'objectif et le sujet est de 4 cm. 

II est recommand6 d'utiliser le mode automatique de mise au 
point. Toutefois, si le camescope est en position stable {avec 
I'utilisation d un tripled), ie mode manuel de mise au point peut 
dgalement 6tre utilise. 
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Recording Fast-Moving Subjects 

(High-Speed Shutter Function) 

A range of different high shutter speeds makes it possible to shoot 
scenes with fast movements. When scenes recorded with a high 
shutter speed are later played back on a VCR equipped with super 
still and super fine slow motion functions, still and slow motion 
playback with very sharp picture contours and brilliant details can 
be obtained. 

1 Set the Mode Selector Switch to "MANUAL ". 



Set the [IRIS/SHUTTER] Switch to 
"SHUTTER". 



Press repeatedly the 0 or 0 Button to select 

the desired shutter speed. 

•The shutter speed can be changed in 8 steps: 



Pressing the [SHUTTER +] Button 



o o e o 

1/60 1/100 1/250 1/500 

(No indication) 
Normal 



© © o © 

1/1000 1/2000 1/4000 1/8000 



■Pressing the [- SHUTTER] Button 



Conditions for Recording with the High-Speed Shutter 

•The subject must be brightly lit by sunlight or other strong 

illumination, with little shade. 
•When recording under fluorescent lamps, the picture will be 

adve^ly influenced by flidterlng. 

•When the pk:ture is played back in the nomnal playback mode, the 
picture movement may not be as smooth as normally. 

•The playback picture will be slightly darker than the picture 
recorded without using the High-Speed Shutter Function. 



Prise de vues sur des sujets dont 
ies mouvements sont rapides 

(Fonction d'obturation d pose uttra^br^ve) 

Le camescope est muni d'une gamme de vitesses d obturatlon 
rendant possible I'enreglstrement d'images dont le mouvement est 
tr6s rapide. Lorsque les scenes enregistrdes avec une Vitesse 
d'obturation uitra-br^ve sont lues sur un magndtoscope dotd des 
fonctlons d'an-dt sur image, et de ralenti ultra-fin, les images 
obtenues seront nettes et trds prteises. 

1 R^gler le selecteur de mode a "MANUAL". 

2 R6glerles6lecteur [IRIS/SHUTTER] d 
"SHUTTER". 

3 Appuyer de fagon r^p^tee sur Tune des 
touches 0 ou © pour sdlectionner la vltesse 
d^siree. 

•8 r6glages sont offerts: 



Si Ton appule sur la touche [SHUTTER +] 



o e o o ©ooo 

1/60 1/100 1/250 1/500 1/1000 1/2000 1/4000 1/8000 

(Aucune indication) 
Vitesse d'obturation normale 
— ■ Si Ton appuie sur la touche (- SHUTTER] 

Conditions n^cessalres pour la prise de vues avec 
I'obturateur d pose ultra*br^e 

•Le sujet doit etre suffisamment eclairS, avec une ombre I6gere, 

sous I'eclairage du jour ou une source lumineuse intense. 
•La prise de vues sous un §clalrage fluorescent peut produire un 

sautlllement non d6slr6 de I'image. 
•Si la lecture des images s'effectue en mode normal, il est 

possible que les mouvements semblent quelque peu saccad6s. 
•A la lecture, les images peuvent etre legerement plus sombres 

que si elles avaient et6 enregistr^es sans I'obturateur a pose 

ultra-brdve. 
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Self-Timer Recording and Interval 
Recording 

■ Self-Timer Recording 

1 Press the [TIMER INTERVAL REC] Button 
during recording pause to select the desired 
recording mode. 

•When (he Timer/Interval Recording Button is pressed once, 
"SLF20" will appear in the Viewfinder, and when the button 
is pressed, "SLF" will appear in the Viewfinder. 

2 Press the Start/Stop Button. 

•The self-timer recording will start 1 0 seconds later. 
•When "SLF20" is indicated, the recording will be made for 
20 seconds. 

When "SLF" is indicated, the recording will be made until 
the tape reaches its end. 

To Stop the Self-Timer Recording Mlldway 

Press the Start/Stop Button, and the self-timer recording will be 
canceled. 

■ Interval Recording 

This recording function automatically makes recordings of approx, 
1 second duration at 50 seconds intervals. (However, the initial 
recording will last for about 5 seconds.] The interval recording will 
continue for a maximum of 10 hours, after which the Movie Camera 
will turn itself off. 

1 Press the TIMER INTERVAL REC] Button 
three times during recording pause mode. 

•"INT" will appear in the Viewfinder, 

2 Press the Start/Stop Button. 

To stop the Interval Recording (Midway 

Press the Start/Stop Button, and the interval recording will be 
canceled. 
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Enregistren^ent differe et 
enregistrement a intervalle 

■ Enregistrement differe 

1 En mode pause a i'enregistrement, appuyer 
sur la touche [TIMER INTERVAL REC] pour 
selectionner le mode d'enregistrement 
deslr^. 

• Une premiere pression sur la touche d'enregistrement 
diff6r6/d intervalle fait apparaitre I'indication "SLF20" dans 
le viseur; une seconde pression sur la touche fait apparaitre 
I'indication "SLF". 

2 Appuyer sur la touche de mise en marche/ 
arret. 

• L'enregistrement dift6re d6bute apres dix secondes. 

• Lorsque I'indication "SLF20" est affich6e, la duree 
d'enregistrement est de 20 secondes. 

Lorsque I'indication "SLF" est affich6e, l'enregistrement se 
poursuit jusqu'a la fin du ruban. 

Pour interrompre I 'enregistrement differe 

Appuyer sur la touche de mise en marche/arrdt pour annuler 
l'enregistrement diff§r6. 

■ Enregistrement a intervalle 

Cette fonction permet d'effectuer automatiquement des 
enregtstrements r6p6tes d'une dur6e d'une seconde a intervalle de 
50 secondes. (Toutefois, le premier enregistrement est d'une 
duree de 5 secondes.) L'enregistrement a intervalle se poursuit 
pendant dix heures, apr^s quoi le contact est automatiquement 
coup6 sur le camescope. 

1 En mode pause a I'enregistrement, appuyer a 
trois reprises sur la touche [TIMER INTERVAL 
REC]. 

• L'indication "INT" est affichee dans le viseur. 

2 Appuyer sur la touche de mise en marche/ 
arr§t. 

Pour interrompre Penregistrement d intervalle 

Appuyer sur la touche de mise en marche/arrdt pour annuler 
l'enregistrement d intervalle. 



J 
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Automatic White Balance 
Adjustment 

To human eyes, white subjects appear as white even under 
different lighting conditions. A Movie Camera, however, would give 
these white subjects, depending on the color of the light source, a 
reddish or bluish tint. To attain recordings with natural colors, it is 
necessary to adjust the sensor in the camera to the existing color 
of the light. This adjustment is called white balance adjustment. 
This camera offers two modes for this adjustment: Automatic and 
Manual White Balance Adjustment. 
The Automatic White Balance Adjustment Function provides 
satisfactory results with almost all subjects. (No operation is 
necessary.) 

When the " tAi " Indication is displayed in the Viewfinder, the 
Movie Camera is not in the Auto White Balance Mode. In this case, 
press the [W.B] Button to make the " (Ad " Indication disappear. 

•If the Movie Camera is moved from outdoors to indoors during 
recording, the picture will initially take on a slightly reddish cast 
but It will gradually regain its natural colors. 

• In the following recording situations, the Auto White Balance 
Adjustment Mode may not provide satisfactory results; use the 
Manual White Balance Adjustment Mode instead: 

O When recording under mercury-vapor, natrium or some types of 
fluorescent lamps. 

@ When intense lighting is used, e.g. from a halogen lamp, or 
wlien the color temperature of the light source is low. 

O When recording under lighting conditions which change 
suddenly. 

O When recording outdoors at sunrise or sunset. 

^ When recording under firework illumination at night outdoors. 

© When recording a subject or background of a single color. 
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Reglage automatique de I'equilibre 
du blanc 

Pour I'oeil humain, les objets blancs paraissent blancs quelles que 
soient les conditions d'6clairage. Le camescope, toutefois, r6agit 
diff6remment aux couleurs et ces objets blancs pourront sembler 
rougeStres ou bleuStres, selon la couleur de la source lumineuse. 
Pour assurer un rendu naturel des couleurs, il est n6cessaire de 
rSgler le senseur du camescope selon la couleur de la source 
lumineuse. Ce r^lage se nomme reglage de I'^quilibre du blanc. 
Ce camescope offre deux modes de reglage: les modes 
automatique et manuel. 

Le mode automatk^ue de r6glage de I'^quilibre du blanc donne des 
r^sultats satisfaisants pour la plupart des objets. (Aucune 
manipulation n6cessaire.) 

Si I'indlcation " cAi " est aftichde dans le viseur, le camescope 
n est pas en mode automatique de rdglage de I'^quilibre du blanc. 
Le cas ^h6ant, appuyer sur la touche d'^quilibre du blanc [W.B] 
pour faire disparaltre I'indication " ". 

•Si le camescope est d^place de i'ext^rieur d I'int^rieur durant la 

prise de vues, I'image peut presenter initialement une teinte 
rougeatre avant de regagner ses couleurs naturelles. 
• Dans les situations suivantes, le mode automatique de r^lage 
de I'^quilibre du blanc peut ne pas donnerdes r6sultats 
satisfaisants: utiliseralors le mode manuel de rdglage de 
I'^quilibre du bianc. 

0 Lors de prises de vues sous un 6clalrage provenant d'une 
lampe k vapeur de mercure ou de sodium, ou autre type de 
lampe fluorescente. 

@ Lorsqu'une source lumineuse extr^mement brillante est 
utilisee. par exemple une lampe halog^ne, ou lorsque la 
temperature de couleur de la source lumineuse est faible. 

0 Lors de prises de vues sous des conditions d'ddairage qui 
changent soudainement. 

O Lors de prises de vues ext6rieures k I'aurore ou au cr6puscule. 

0 Lots de prises de vues extdrieures de nuit sous I'^dairage d'un 

feu d'artifice. 
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0 Lors de prises de vues sur un sujet ou un fond arriere d'une 
seute couleur. 
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Automatic White Balance 
Adjustment (Cont'd) 

■ What is the Color Temperature of the Light 
Source? 

The color temperature of the light source is measured in Kelvin (K). 
The higher the Kelvin value is, the more bluish is the light, the lower 
the value, the more reddish is the light. This is not directly related to 
the brightness. 

O Control range of the Auto White Balance 
Q Blue sl<y 
O Cloudy sky 
O TV screen 
0 Sunlight 

O White fluorescent lamp 
O 2 hours after sunrise or before sunset 
O ^ ^our after sunrise or before sunset 
O Halogen iight bulb 

(0 30 minutes after sunrise or before sunset 
(D Incandescent electric light bulb 
0 Sunrise or sunset 
Candlelight 



Reglage automatique de Vequiiibre 
du bianc (suite) 

■ Qu'est ce que la temperature de couleur de la 
source lumineuse? 

La temperature de couleur de la source lumineuse est mesurde en 
keMns (K). Plus la valeuren keMns est 6levde, plus la source 

lumineuse a une teinte bieudtre; plus la vaieur en kelvins est faible, 
plus la source lumineuse a une teinte rougeatre. Cette notion n'est 
pas directement rellde k la brillance. 

O Gamme de contrOle de I'dquilibre du bianc automatique 

0 Clel bleu 

O Ciel nuageux 

0 ^cran d'un t6leviseur 

0 Ciel Clair ensoleill^ 

0 Lampe fluorescente blanche 

0 2 heures aprds I'aube ou avant le crdpuscule 

0 1 heure aprds I'aube ou avant le crdpuscule 
0 Lampe halogene 

(P 30 minutes apres I'aube ou avant le crSpuscule 
d) Lampe ^lectrique incandescente 
® A I'aube ou au crdpuscule 
0 Chandelle 
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Manual White Balance Adjustment 

■ If there is only one light source: 

1 Attach the Lens Cap to the Lens. 

2 Set the Mode Selector Switch to "MANUAL". 

3 Keep the [T] Zoom Button pressed until the 
screen in the Viewf inder becomes completely 
white. 

4 Keep the [W.B] Button pressed for more than 
1 second. 

The following indications in the Viewfinder inform about the 
state of the adjustment: 

O" fAi " flashes slowly Not adjusted 

Q " li."^ " flashes rapidly During adjustment 

0 " bAi " is tit Adjustment is finished 

The Movie Camera is now ready for recording. 

■ Automatfc Recall of the Previous White Balance Settirtg 
•After turning the Movie Camera off and later on again, the " ifli " 

Indication flashes slowly, however, the last previous white 
balance setting is still maintained. 

However, to ensure the best possible color reproduction, adjust 
the white balance again. 

The last previous white balance setting is also maintained after 
pressing the [© /- CAMERA SEARCH] Button to confirm the 
end of the previously recorded scene. 
But after removing the Battery Pack (or disconnecting the AC 
Adaptor from the Movie Camera) the last previous white balance 
setting is no longer maintained. 
•When moving the Movie Camera from indoor to outdoor or vice 
versa, be sure to adjust the white balance, as the color of the 
light has changed considerably. 
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Reglage manuel de VequUibre du 
blanc 

■ Avec une seule source lumlneuse: 

1 Placer le capuchon sur I'objectlf. 

2 Regler le s6lecteur de mode d la position 
"MANUAL". 

3 Malntenir une pression sur cette touche [T] 
jusqu'd ce i'dcran du viseur devienne 
compi6tement blanc. 

4 Malntenir une pression sur la touche [W.B] 
pendant plus d'une seconde. 

Les indications suivantes qui apparaissent sur I'ecran du 
viseur donnent des inforrhations sur le rdglage en cours: 

O " bAi " clignote lentement Non r^gtd 

Q " ti'j " clignote rapidement . . Reglage en cours 

tAi "6clair6 Reglage termini 

Le camescope est maintenant pr6t pour la prise de vues. 

■ Rappel automatique du reglage ant6cMent de I'^ullibre 
du blanc 

•Apr6s avoir coup6 le contact sur le camescope et I'avoir r^tabli 
ensuite, I'indication " tAi " clignote lentement; le dernier reglage 
fait est toutefois maintenu. 

Toutefois, pour assurer la meilleure reproduction des couleurs 
possible, proc^der de nouveau au reglage de I'equilibre du blanc. 
Le dernier r6glage fait est 6galement maintenu apres I'utilisation 
de la touche rep6rage [ ©/- CAMERA SEARCH) sen/ant a 
verifier la fin de la derni^re sequence enregistr^. 
Cependant, le dernier r^lage n'est pas maintenu si le bloc- 
batterie est enlev6 du camescope ou si I'adaptateur secteur est 
d6branche. 

• Lorsque le camescope est d6plac6 de I'intdrieur vers I'ext^rieur, 
ou vice versa, s'assurer de proceder de nouveau au reglage de 
I'equilibre du blanc, 6tant donn^ que la couleur de la source 
lumlneuse change conad^rablement. 
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Manual White Balance Adjustment 
(cont'd) 

■ If there are several light sources or If the 
Illumination Is weak (Indoors, etc.): 

1 Set the Mode Selector Switch to "MANUAL". 

2 Remove the Lens Cap. 

3 Point the Movie Camera at white paper or at 
another white object. 

4 Keep the [T] Zoom Button pressed until the 
screen In the Viewflnder becomes completely 
white. 

5 Keep the [W.B] Button pressed for more than 
1 second. 

The following indications in the Viewflnder inform about the 
state of the adjustment: 

0 ' tAi " flashes slowly Not adjusted 

0 " " flashes rapidly During adjustment 

0 " tAi ■■ is lit Adjustment is finished 

The fulovie Camera is now ready for recording. 

■ To Change Back to the Auto White Balance Adjustment 
Mode... 

Press the [W.B] Button briefly. The " lAi " Indication in the 
Viewflnder disappears. 
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Reglage manuel de Vequilibre du 
blanc (suite) 

■ Avec plusleurs sources lumineuses ou si 
I'^clalrage est faible rint^rieur, etc): 

1 Regler le s^lecteur de mode ^ la position 
"MANUAL". 

2 Enlever le capuchon de I'objectif . 

3 Pointer le camescope vers du papier blanc ou 
tout objet blanc. 

4 Maintenir une pression sur la touche [T] 
jusqu'a ce I'^cran du viseur devienne 
completement blanc. 

5 Maintenir une pression sur la touche [W.B] 
pendant plus d'une seconde. 

Les Indications suivantes qui apparaissent sur r6cran du 
viseur donnent des Informations sur le rdglage en cburs: 

Q " b."^ " cllgnote lentement — Non r6gld 

@ " bfla " clignote rapidement . . Reglage en cours 

0 " Ci'ii " 6claire Reglage termini 

Le camescope est maintenant pret pour la prise de vues. 

■ Pour revenir au mode automatique de reglage de i'Aquilibre 
du blanc... 

Appuyer brievemenl sur la touche d'6quilibre du blanc [W.B). 
L'indication " tAi " disparait. 
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Automatic Focus Feature 

■ No operation is necessary 

This Movie Camera focuses automatically on almost at) subjects. 

When the "MF" Indication Q not displayed in the 
Viewf inder, the Movie Camera is in the auto focus mode. 
("IMF" means Manual Focus) 

•The focus will automatically be adjusted to the subject In the 
center of the Viewfinder. 

■ When the "MF" Indication is displayed in the VIevirfinder 

o 

Press the [FOCUS] Button or set the Mode Selector switch to 

"AUTO" to activate the Auto Focus Mode. 

•The "MF" Indication in the Viewfinder disappears @. 

In the following recording situations, the Auto Focus Mode may not 
provide satisfactory results: use the Manual Focus Mode instead. 

0 Shiny surfaces. Subjects with bacl^lighting or a lot of light 
reflection. 

© A subject behind dirty glass. 

CD A subject with a part of It near the Movie Camera and another 
part far away from it. 

0 A flat surface, e.g. a white wall. 

(D A subject with horizontal stripes. 

(f) An oblique subject. 

Others: 

— A fast-moving subject. 

— A subject with a dark surface. 

— When using the Macro Close-up Function, special lenses, etc. 
Note: 

When zooming from wide-angle toward telephoto, the subject may 
slightly go out of focus depending on the recording condition. 



Mise au point automatique 

■ Aucune manipulation n'est necessaire 

Ce camescope procede automatiquement a la mise au point sur la 

plupart des objets. 

Si rindication "MF" Q ^^'^st pas aff ich^ dans le viseur, 
I'apparell est en mode automatique de mise au point. 
("MF" signif le mise au point manuelle) 
•L^ mise au point se fait automatiquement sur le sujet au centre du 
viseur. 

■ Si rindication "MF" est afflch^e dans le viseur 

Appuyer sur la louche de mise au point [FOCUSJ ou r6gler le 
s6lecteur de mode a la position "AUTO" pour activer le mode 
automatique de mise au point. 
•L'indication "MF" disparait Q. 

Dans les conditions de prise de vues sulvantes, le syst^me de 
mise au point automatique peut ne pas foumir des rdsultats 
satlsfaisants. Le cas 6ch6ant, utiliser le mode manual de mise au 
point. 

® Prise de vues sur une surface brillante ou sur des sujets 
eclaires en contre-jour ou avec beaucoup de reflection. 

@ Prise de vues a travers une fen§tre poussidreuss. 

@ Prise de vues d'une scdne dont une partle du sujet est 
rapproch6e du camescope et I'autre partie en est eloignee. 

(4) Prise de vues sur un sujet plat, tel un mur blanc. 

(5) Prise de vues sur un sujet presentant des lignes horizontales. 
(§) Prise de vues sur un sujet plac6 a angle oblique. 

Autres: 

— Prise de vues sur un sujet se d6piagant rapidement. 
—Prise de vues sur un sujet tres sombre. 
— Prise de vues avec fonction macro ou avec des objectifs 
sp^daux, etc. 



Remarque: 

Lors de I'utilisation du zoom avant, depuis le grand-angulaire au 
mode tdldobjectif, la mise au point peut se dSr^gler Idgdrement 
selon les conditions de prise de vues. 
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Manual Focus Feature 

1 Set the Mode Selector Switch to "MANUAL". 

2 Press the [FOCUS] Button. 

•The "MF" Indicatron appears in the Viewfinder Q. 

3 Press the [T] Zoom Button to zoom in on the 
subject to be focused. 

4 Tu rn the Focus Ring to adjust the focus. 



0 Press the [W] Zoom Button to zoom back as 
desired. 

■ To Change back to the Auto Focus Mode... 

Press the [FOCUS] Button or set the Mode Selector Switch to 

"AUTO". 

•The "MF" Indication disappears in the Viewfinder. 
Note: 

When using the Manual Focus Mode, always adjust the lens urith 
the Zoom (T) Button in the maximum tele setting. 
This will ensure that the subject remains precisely focused 
throughout the zoom range from the maximum tele to maximum 
wide-angle setting. 
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Mi'se au point manuelle 

1 Regler le selecteur de mode d la position 
"MANUAL". 

2 Appuyer sur la touche [FOCUS]. 

■L'indication "MF' est affichSe dans le viseur 0. 

3 Appuyer sur la touche [T] pour effectuer un 
zoom avant sur le sujet. 

4 Tourner la bague de mise au point pour regler 
la mise au point. 

5 Appuyer sur la touche [W] pour effectuer un 
zoom arri^re. 

■ Pour revenir au mode automatique de mise au point... 

Appuyer sur la touche de mise au point [FOCUS] ou regler le 
s6lecteur de mode d la position "AUTO". 
•L'indication "MF" disparatt. 

Remarque: 

Lors de la mise au point manuelle, toujours r^ler la mise au point 
avec I'objectif place a la position extreme (tel6] en utilisant la 
touche [Tj. 

Le sujet pourra gtre ainsi toujours au point sur toute la gamme de ia 
focale. 
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Inserting a StiU Picture witti a Wipe 

Effect (Digital Wipe) 

■ Inputting a Still Picture into the Memory 

When the Movie Camera is in the recording pause mode: 

1 Push the [DIGITAL MODE SELECT] Switch 
downwards. 



^ Press the [WIPE] Button. 

•Press this button while aiming the Movie Camera at the 

scene to be used for the still picture. 
•The image in the Viewfinder stands still for approx. 

2 seconds and this still picture is input into memory. 

■ Starting to Record a Scene with the Still Picture 

In the recording pause mode: 

3 Press the [START] Button. 

•The still picture from the memory replaces the moving 

picture gradually, starting from the left side. 
•The Movie Camera should be aimed at the scene, which is 

to be shot following the recording of the still picture. 



Press the Start/Stop Button. 

•The still picture from the menwry is now being recorded. 



Insertion d'une image fixe avec 
effet de balayage au montage 

(balayage num^rlque) 

■ Enregistrement en memoire d'une image fixe 

Placer le camescope en mode pause h Tenregistrement: 

1 Pousser ie selecteur [DIGITAL MODE 
SELECT] vers ie bas. 



iL, Appuyer sur la touche [WIPE]. 

•Appuyer sur cette touche pendant que le camesoope est 
points sur le sujet devant servir pour I'enregistrement de 
I'image fixe. 

•L'image dans le viseur demeure fixe pendant environ 
2 secondes puis est enregistr6e en memoire. 

■ Pour commencer une prise de vues avec 
rimage fixe 

Placer le camescope en mode pause h I'enregistrement: 



Appuyer sur la touche [START]. 

•L'image fixe en memoire remplace graduellement l'image 
dans le viseur, en partant de la gauche de I'^cran. 

•Le camescope doit etre potnte sur le sujet devant etre 
enregistre apres l'image fixe. 



O Press the [START] Button again. 

•The moving picture again replaces the still picture gradually, 
starting from the right side, and the recording of the moving 
picture continues. 

■ Canceling the Digital Wipe Function 

Slide the Digital Mode Selector Switch up. 



Appuyer sur la touche de mise en marche/ 
arret. 

•L'image fixe en memoire est alors enregistr^e. 



Appuyer de nouveau sur la touche [START]. 

•L'image rdelle remplace graduellement l'image fixe, h partir 
de la droite de t'^cran, et la prise de vues se poursuit. 



■ Pour annuler la fonction de balayage num6rlque 
Faire glisser le sdlecteur de mode numdrique vers le haut. 
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Fading Over or Superimposing a 
Stiil Picture onto a Moving Picture 

(Digital Image Mix) 

■ Inputting a Still Picture into Memory 

When the Movie Camera is in the recording pause mode: 

1 Push the [DIGITAL MODE SELECT] Switch 
downwards. 



^ Press the [MIX] Button. 

• Press this button white aiming the Movie Camera at the 

scene to be used for the still picture, 
•The image in the Viewfinder stands still for approx. 

2 seconds and this stilt picture is input into memory. 

■ Starting to Record a Scene with the Still Picture 

In the recording pause mode: 
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Fondu ou surimpression d'une 
image fixe sur Vimage en 

mOUVement (melange num^rique) 

m Enregistrement en m^moire d'une image fixe 

Placer le camescope en mode pause a I'enregistrement: 



1 
2 



Pousser le s^lecteur [DIGITAL MODE 
SELECT] vers le bas. 

Appuyer sur la touche [MIX]. 

•Appuyer surcette touche pendant que le camescope est 
point6 sur le sujet devant servir pour I'enregislrement de 
I'image fixe. 

•L'image dans le viseur demeure fixe pendant environ 
2 secondes puis est enregistr6e en m6moire. 



■ Pour commencer une prise de vues avec 

l'image fixe 

Placer le camescope en mode pause d I'enregistrement: 



Press the [START] Button. 

•The still picture from the memory replaces the moving 

picture gradually. 
•If this button is pressed for 2 seconds, the still picture 

appears superimposed onto the moving picture. 
•The Movie Camera should be aimed at the scene, which is 

to be shot following the recording of the still picture. 



Press the Start/Stop Button. 

•The still picture from the memory is now being recorded. 



D Press the [START] Button again. 

•The moving picture again replaces the still picture gradually, 
and the recording of the moving picture continues. 

• If the [MIX] Button was pressed for 2 seconds to 
superimpose the still picture, the superimposed still picture 
will disappear, and the recording of the moving picture alone 
continues. 

■ Cancelling the Digital Mix Function 

Slide the Digital Mode Selector Switch up. 



O Appuyer sur la touche [START). 

•L'image fixe en m6moire remplace graduellement l'image en 

mouvement dans le viseur. 
•Si la touche est maintenue enfonc6e pendant 2 secondes, 

{'image fixe apparait en surimpression sur l'image en 

mouvement. 

•Le camescope doit 6tre points sur le sujet devant 6tre 
enregistr6 apr^s l'image fixe. 

4 Appuyer sur la touche de mise en marche/ 
arr§t. 

•L'image fixe en m6moire est alors enregistree. 

5 Appuyer de nouveau sur la touche [START]. 

•(.'image r6elle remplace graduellement l'image fixe at la 
prise de vues se poursuit. 

•Si la touche melange (MIX) a 6t6 maintenue enfoncee 
pendant 2 secondes, pour que l'image fixe apparaisse en 
surimpression sur l'image en mouvement, l'image fixe 
disparait et la prise de vues se poursuit sur l'image reelle en 
mouvement. 

■ Pour annuler la fonction de melange num^rique 

Faire giisser le s^iecteur de mode num6rique vers le haul. 
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Shooting a Portrait (Portrait Mode) 

This function makes it possible to shoot a portrait with the face 
perfectly focused and the bacl^ground blurred. 

1 Set the Mode Selector Switch to 
"PORTRAIT". 

•The F Number Indication "OPEN" and Shutter Speed 
Indication appear. 

■ To Cancel this Function... 

Set the Mode Selector Switch to "AUTO". 

■ Iris Priority lUlode 

Any of 1 5 F Number settings between "OPEN" and "F19" can be 
selected. The optimum shutter speed (between 1/60 and 
t/1 000 sec.) will automatically be selected according to the 
brightness of the subject and the selected F Number. 

By setting the iris to or near the "OPEN" position, it is possible to 
shoot a portrait with the person perfectly focused and the 
background blurred. 

•Opening the iris reduces the depth of field, i.e. the distance 
range within which the subject is sharp becomes smaller. 

•Closing the iris increases the depth of field, i.e. the distance 
range within which the subject is sharp becomes larger. 

O Depth of field with iris turned toward "OPEN" 

0 Depth of field with iris turned toward "F19" 

1 Set the Mode Seiector Switch to 
"PORTRAIT". 

2 Set the [IRiS/SHUTTER] Switch to "IRIS". 

3 Press the [OPEN] or [CLOSEl Button 
repeatedly to select the desired F Number. 

Notes: 

•If the scene is too bright or too dark for proper exposure, the F 

Number Indication will change automatically. 
• In the Portrait Mode, all functions can be used except the 

High-Speed Shutter Function. (See page 62.) 
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Portraits (Mode portrait) 

Cette fonction permet de f aire une prise de vues fagon portrait avec 
le visage du sujet bien net sur un fond flou. 

I R^gler le s^lecteur de mode ^ ia position 
"PORTRAIT". 

•L'indication d'ouverture F "OPEN" et ia vitesse d'obturation 
apparaissent dans le viseur. 

■ Pour annuler cette fonction... 

R6gler le s6iecteurde mode k "AUTO". 

■ Mode priority au diaphragme 

II est possible de s6lectionner rune quelconque des 1 5 ouvertures F 
entre "OPEN" (ouvert) et "Fig". La vitesse d'obturation optimale 
(entre 1/60 et 1/1000 s.) sera automatiquement s6lectionn6e en 
fonction de la luminosite du sujet et de la valeur de I'ouverture F 
selectionn6e. 

Si Ton choisit I'ouverture "OPEN" (ouvert) ou une ouverture proche 
de cette valeur, il sera possible de faire une prise de vue fapon 
portrait avec une person ne nette sur un fond flou. 

• Plus on ouvre le diaphragme, plus on r^duit la profondeur de 
champ: la plage de nettet6 devant et derrifere le sujet se r6duit. 

• Au contraire, plus on ferme le diaphragme, plus on augmente la 
profondeur de champ: la plage de nettet6 devant et derriere le 
sujet augmente. 

O Profondeur de champ lorsque la valeur de I'ouverture du 
diaphragme est "OPEN". 

0 Profondeur de champ lorsque la valeur de I'ouverture du 
diaphragme est "F1 9". 

1 R^gler le s^lecteur de mode k ia position 
"PORTRAIT". 

2 R^gler ie s^iecteur [IRIS/SHUTTER] d la 
position "IRIS". 

3 Appuyer de fa9on r^p^t^e sur ia touche 
[OPEN] ou [CLOSE] pour s^lectionner 
I'ouverture F. 

Retnarques: 

•Si la sc^ne est trop 6clair6e ou trop sombre pour une bonne 

exposition, le r6glage de I'ouverture F changera 

automatiquement. 
•Dans le mode "PORTRAIT", toutes les fonctions peuvent etre 

utilisees sauf la fonction de I'obturateur uttra-rapide. 

(Voir page 62.) 
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P/aybac/c 

The recorded tape can be played back in the Viewf inder or on a 
connected TV set. 

■ How to Play Back in the Viewfinder 
(playback from the Beginning of ttie Tape) 

1 Turn the Movie Camera on. 

2 Slide the [CAMERA/VCR] Selector Cover to 
"VCR". 

3 Press the [REW/@] Button. 

•The tape will stop automatically when it reaches its 
beginning. 

4 Press the [PLAY] Button. 
•The playback starts. 

The Playback Indication "O " Q appears in the Viewfinder. 
•The tape will be rewound automatically when it reaches its 
end. 

•When the (SPEAKER ON/OFF) Switch is set to "ON", the 
sound can be heard from the built-in speaker. 

•To monitor the playback sound, connect stereo headphones 
via the supplied Headphone Connection Cable @ to the 
Audio Output Jacks. 

(During the recording, you can also monitor the sound being 
recorded.) 

■ To Stop tfie Playback... 

Press the [STOP] Button. 



Lecture 

La cassette ayant servie a I'enregistrement peut etre lue sur r6cran 
du viseur ou sur un t^leviseur raccord6 au camescope. 

■ Pour effectuer la lecture des images sur I'^cran 
du viseur 

(Lecture effectu^ depuis le ddbut de la cassette) 

1 Etablir le contact sur le camescope. 

2 Glisser le s^lecteur [CAMERAA^CR] d "VCR". 

3 Appuyer sur la touche [REW/(^]. 

•Le ruban se rebobine jusqu'au d^but. 

4 Appuyer sur la touche [PLAY], 

•La lecture debute. 

L'indication "O" Q apparait dans le viseur. 
•Le ruban est automatiquement rebobin6 en fin de bande. 
• Lorsque I'interrupteur [SPEAKER ON/OFF] est en circuit, il 

est possible d'entendre le son par le haut-parleur incorpore. 
•Pour contrdler le son de lecture, raccorder le casque 

d'6coute stereo aux prises de sortie audio par I'interm^iaire 

du fil de raccordement du casque d'^coute 0 fournl. 

(Pendant la prise de vues, il est aussi possible de contrdler 

le son en cours d'enregistrement.) 

■ Pour arreter la lecture... 

Appuyer sur la touche arret [STOP]. 
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Playback (cont'd) 

■ How to Adjust the Tracking 

If the picture is distorted by noise bars during playback, the tracking 
needs to be adjusted. 

1 Press both the [< TRACKING] and 
[TRACKING ^] Buttons simultaneously. 

2 Eliminate any noise bars by adjusting the 
tracking with the [< TRACKING] or 
[TRACKING ►] Button. 

•When playing back a video cassette which has been 
recorded on another movie camera or video tape recorder, it 
may not be possible to completely eliminate these noise 

bars. 

■ How to Rewind or Fast-forward the Tape 

With the Movie Camera in the stop mode: 

1 Press the [@/FF] Button to wind the tape 
forward at high speed. 

•The tape will Joe rewound automatically when it reaches its 
end. 

2 Press the [R EW/@] Button to rewind the 
tape at high speed. 

•The tape will stop automatk^^ly when it reaches its 
beginning. 
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Lecture (suite) 

■ R^giage du pistage 

Lorsque I'image est parasit6e, comme dans Tillustration ci-dessus, 
il est n6cessaire de rdgler le pistage. 

1 Appuyer slmultan6ment sur les touches 

{< TRACKING] et [TRACKING ►] du pistage. 

2 Eliminer les barres de I 'linage en r^glant le 
pistage avec la touche [< TRACKING] ou la 
touche [TRACKING ►]. 

•Lors de la lecture d'un ruban dont I'enregistrement a 6t6 
effectu6 sur un autre camescope ou sur un magnetoscope, il 
est possible que les parasites de I'image ne puissent etre 
6limin6s oompletement. 

■ Rebobinage ou avance acc6l6r^ du ruban 

Placer le camescope en mode arret: 

1 Appuyer sur la touche [&FF\ pour faire 
avancer rapidement le ruban. 

•Le ruban est automatiquement rebobine en fin de bande. 

2 Appuyer sur la touche [REW/(3] pour 
rebobiner rapidement le ruban. 

•Le rebobinage du ruban cesse lorsque le d6but de la 
cassette est atteint. 
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Playback (conVd) 

During Normal Playback 

■ For Cue Playback 

1 Keep pressing the [@/FF] Button. 

•The Fast Forward/Cue Mode Indication "»" 0 appears 
in the Viewfinder. 

■ For Review Playback 

2 Keep pressing the [REW/@] Button. 

•The Rewind/Review Mode Indication "<K" 0 appears in 
the Viewfinder. 

■ For Still Playback 

3 Press the [PAUSE] Button. 

•The Still Mode Indication "II" 0 appears in the Viewfinder. 

■ For Still Advance Playback 

{During Still Playback) 

4 Keep pressing the [STILL ADV] Button. 

To Resume Normal Playback 

Press the [PAUSE] Button again. 

(f the Movie Camera is left in the Still Playback Mode for about 

5 minutes, it will switch over to the stop mode, to protect the tape 

and the video heads. 

Note: 

The sound will be played back only during normal playback. 



Lecture (suite) 

En mode normal de lecture 

■ Lecture avec reperage 

1 Maintenir une pressfon sur la touche [@/FF]. 

•Vindication du mode avance accdldr^e/repdrage "»" Q 

est affichee dans le viseur. 

■ Lecture avec revision 

2 Maintenir une pression sur la touche (REW/ 

Ell- 

•L'lndication du mode rebobinage/revision " «" Q est 
aff ichde dans le viseur. 

■ Arrdt sur Image 



u Appuyer sur la touche [PAUSE]. 

•L'lndication du mode arret sur image "1 1" O affichee 
dans le viseur. 

■ Avance image par image 

(Durant un arret sur image) 

4 Maintenir une pression sur la touche [STILL 
ADV]. 

Pour reprendre la lecture normale 

Appuyer de nouveau sur la touche pause. 

St le camescope est laissd en mode arr§t sur image pendant plus 

de cinq minutes, il passe automatiquement en mode arrSt afin de 

prot^ger le ruban et les tdtes vkieo. 

Remarque: 

La trame sonore ne peut §tre entendue que pendant la lecture en 
mode normal. 
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Playback via a TV Set (Connections) 

Turn off the Movie Camera and the TV set. 
Connect the Movie Camera to the TV set. 

Using the Supplied S-Video Cable and Audio/Video Cable 
I Movie Camera] |TVSet| 

S-Video Output Jack O S-Video Input Jack O 

Audio Output Jack (L) Q --Audio Input Jack (L) © 

Audio Output Jack (R) Q »- Audio Input Jack (R) 0 

Video Output Jack O Video Input Jack Q 

Note: 

Use either the S-Video Cable or Video Cable to connect the Movie 
Camera to the TV set. 

■ Activate the Playback Operation 

(See page 48.) 



Lecture via un televiseur 
(raccordements) 

Couper le contact sur te camescope et le televiseur. 
Raccorder le camescope au televiseur. 
utilisation du cable S-Vldto et du cable audio/vidto (Indus) 
I Camescope] |T6l6vlseurl 

Prise de sortie S-Vid6o O Prise d'entr6e S-Vid6o O 

Prise de sortie audio (L) 0 ^ Prise d'entr6e audio (L) Q 

Prise de sortie audio (R) 0 — Prise d'entr6e audio (R) O 

Prise de sortie vid6o O ^ Prise d'entr6e vid6o 0 

Remarque: 

Utiliser soit le cable S-Vid^o soit le cdble vid^o pour raccorder le 
camescope au lel6viseur. 

■ Procdder d la lecture 

(Voir page 48.) 
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Copying (Dubbing) 

■ Connections 

1 Connect the Movie Camera to a VCR. 

Using the Supplied S-Video Cable and Audio/Vlcteo Cable 

I Movie Camera I | Video Cassette Recorder | 

S-Video Output Jack 0 ^ S-Video Input Jack Q 

Audio Output Jack (L) Q Audio Input Jack (L) 0 

Audio Output Jack (R) 0 ^ Audio Input Jack (R) 0 

Video Output Jack 0 ^ Video Input Jack 0 

Note: 

Use either the S-Video Cable or Video Cable to connect the Movie 
Camera lo the TV set. 

■ Operations 

[Movie Camera I 

1 Insert a recorded video cassette 
into the Movie Camera. 

2. Press the (PLAY) Button (and if 
necessary the [lEyFF] or (REW/ 
0] Button to locate the scene 
from where the dubbing is to 
start). 

3. Press the (PAtJSEl Button at 
the point where the dul}t}ing is 
to start. 

6. Press the [PAUSE] Button to 

start the playback. 
8. Locate on the Movie Camera 

the beginning of the next scene 

to be clubbed, and press the 

[PAUSE] Button at that point. 



• Repeat the operation steps 6 to 9 tor each additiortal scene to be 
dubbed. 



I Video Cassette Recorder 

I (VCR) 

4. Insert a video cassette with 
intact erasure prevention tab 
into the VCR. 

5. Press the Record Button to start 
recording. 

7. Press the Pause/Still Button at 

the exact position where the 

recording is to end. 

•The VCR is now in the 
recording pause mode. 
9. Press the Pause/Still Button 

again to resume recording. 



Duplication (doublage) 
M Raccordements 

1 Raccorder le camescope avec un 
magn^toscope. 

utilisation du cable S-Video et du cdble audio/video (Indus) 
I Camescope] |Magn^oscope[ 

Prise de sortie S-Vid6o 0 ^ Prise d'entr6e S-Vid6o 0 

Prise de sortie audio (L) 0 ^ Prise d'entr6e audio (L) 0 

Prise de sortie audio (R) 0 ^ Prise d'entrde audio {R) 0 

Prise de sortie vid6o 0 Prise d'entrde vid6o 0 

Remarque: 

Uttliser soit le cable S-Vidte soit le cSble vid6o pour raccorder le 

camescope au tel^viseur. 

■ Fonctlonnement 



|Canf<escope) 

1. Insurer une cassette video 
contenant un enregtstrement 
dans te camescope. 

2. AppuyersurtatouchelPLAY] 
(si n^ssaire, appuyer sur la 
louche |®/FF) ou [REW/@] 
pour localiser la so6ne praise 
oil doit dStMJter la duplication). 

3. Appuyer sur la touche [PAUSE] 
k rendroit oO doit dteuter la 
duplication. 

duplication. 

6. Appuyer sur la touche [PAUSE] 
pour commencer la lecture. 

8. Localiser. sur le camescope, le 
d^but de la prochaine scdne & 
copier, puis appuyer sur la 
touche [PAUSE] d cet endroit. 



|Magn6toscope| 

4. Insererune cassette vidto 
murtie de sa languette de 
preventKKi d'effacement dans le 
magnetoscope. 

5. Appuyer sur la touche 
enregistrement pour 
commencer I'enregistrement. 

7. Appuyer sur la touche pause/ 

arrdt sur image d I'endroit exact 

ou doit se terminer 

I'enregistrement. 

•Le magnetoscope est 
maintenant en mode pause 6 
■'enregistrement. 
9. Appuyer de nouveau sur la 

touche pause/arr6t sur image 

pour reprendre 

I'enregistrement, 



• Rep^ter les etapes 6^9 pour chaque scene devant etre copide. 
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/nserf Editing 



Replacing pictures on a recorded tape with new scenes. (The 
original sound remains.) 

1 Press the [PLAY] Button. 

2 Press the [PAUSE] Button. 

•Play back the tape to locate the point where the Insert 
Editing is to finish, and press the Pause Button at that point. 

3 Press the [RESET] Button. 

4 Press the [MEMORY/DISPLAY] Button. 
•The indication "M 0000" appears in the Viewfinder. 

5 Press the [REW/®] Button. 

•Rewind the tape to locate the point where the Insert Editing 
is to start, and release the button at that point. 

6 Press the [INSERT] Button. 

7 Press the [PAUSE] Button again. 
•The Insert Editing starts. 

The Insert Editing will automatically finish at the point where the 
counter indicates "M 0000". 

•To stop the Insert Editing midway, press the Pause Button. 

■ When playing bacK a cassette tape on which Insert editing 
has been performed... 

Use the [Hi-Fi/MIX/NORMAL] Switch Q to select the sound to be 
played back. (See page 23.) 



Montage par insertion 

Cette fonction permet de remplacer les images d'une cassette par 
de nouvelles scenes (la trame sonore originale demeure). 

1 Appuyer sur la touche [PLAY]. 



2 Appuyer sur la touche [PAUSE]. 

•Effectuer la lecture pour localiser I'endroit ou doit se 
terminer le montage par insertion, puis appuyer sur la 
touche pause k I'endroit pr^vu. 

3 Appuyer sur la touche [RESET]. 

4 Appuyer sur la touche [MEMORY/DISPLAY]. 

•L'indication "M 0000" apparait dans le viseur. 

5 Appuyer sur la touche [REW/@]. 

• Determiner, d I'aide de la touche rebobinage, I'endroit ou 
doit commencer le montage par insertion, Degager la 
touche k I'endroit pr^vu. 

6 Appuyer sur la touche [INSERT]. 

7 Appuyer de nouveau sur la touche [PAUSE]. 

•Le montage par insertion d6bute. 

Le montage par insertion se termine approximativement a I'endroit 
ou le compte-tours atteint "M 0000". 

•Appuyer sur la touche pause pour interrompre le montage par 
insertion avant la fin pr6vue. 

■ Pour faire la lecture d'une cassette avec montage par 
Insertion... 

Utiliser le s6lecleur de mode audio [Hi-Fi/MIX/NORMAL] Q PO""" 
s6lectionner le son de la lecture. (Voir page 23.) 
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Audio Dubbing 



Audio Dubbing can be performed by using the built-in microphone 
or an external microphone. 



Doublage audio 



Le doublage audio peut etre etfectue en utilisant le micro incorpore 
du camescope ou un micro externe. 



I Insert the recorded cassette. 

• Insert a video cassette with intact tab. 
If the tab is removed, cover the hole with adhesive tape. 
(See page 20.) 

2 Press the [PLAY] Button. 

•Play back the tape to locate the point where you want to start 
the Audio Dubbing. 

3 Press the [PAUSE] Button. 



1 Inserer une cassette video contenant un 
enregistrement. 

•S'assurer que la cassette est munie de sa languette de 
prevention d'effacement. 

Si ta languette a ete enlevee, recouvrir le trou avec un ruban 

adhesif. 

(Voir page 20.) 

2 Appuyer sur la touche [PLAY]. 

•Effectuer la lecture afin de determiner I'endroit ou doit 
commencer le doublage audio. 



4 Press the [A.DUB] Button. 

5 Start the audio source unit. 

6 Press the [PAUSE] Button again. 

•The Audio Dubbing starts. 

7 Press the [STOP] Button. 
•The Audio Dubbing stops. 

■ When playing back a cassette tape on which the audio 
dubbed... 

Use the [Hi-Fi/MIX/NORMAL] Switch Q to select the sound to be 
played back, (See page 23.) 



3 Appuyer sur la touche [PAUSE]. 

4 Appuyer sur la touche [A.DUB]. 

5 Mettre en marche I'appareil fournissant la 
source audio. 

6 Appuyer de nouveau sur ia touche [PAUSE]. 

•Le doublage audio debute. 

7 Appuyer sur la touche [STOP]. 

•Le doublage audio se termine. 

■ Pour faire la lecture d'une cassette contenant un doublage 
du son... 

Utiliser le selecteur de mode audio [Hi-Fi/MIX/NORMAL] O POur 
selectionner le son de la lecture. (Voir page 23.) 
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VITC Signals 

This Movie Camera is equipped with a built-in VITC Generator and 
it automatically records VITC signals (Vertical Interval Time Code). 
It can count up continuously from 0 to a maximum of 24 hours. 
Using a VITC Editing Controller System, cassette tapes recorded 
with VITC signals can be edited more conveniently and with frame- 
by-frame precision. 

Note: 

For actual editing, refer to the Operating Instructions of the VITC 
Editing Controller System, 

•A built-in lithium battery ensures that the last time code value 
reached before the recording was interrupted is always retained 
In memory. Thus when camera recording is resumed later, the 
time code sequence continues from the point where it was halted, 
even if the Movie Camera was switched off. 

• Resetting the Time Code is performed by momentarily ejecting 
the cassette tape and pressing the Recording Start/Stop Button. 

Cautions for Recording witti VITC Time Code 

To ensure that the desired scenes can be found during editing, the 
time code must be recorded continuously without any gaps. 

1 . Provide a black leader portion at the beginning of each video 
cassette by leaving the Lens Cap on the Lens and starting to 
record. Continue recording like this for at least 20 seconds. 

2. Each time you start the Movie Camera, small Jumps may 
appear in the time code. These jumps would make editing of the 
first frames of a scene difficult. Therefore, get into the habit of 
always starting the camera approx. 5 seconds before the 
actions you wish to record actually start. 

3. Do not wind the tape in the video cassette f onwards or 
backwards after taking a shot. The successive shots must be 
recorded in continuous sequence. 

4. Do not use the Camera Search or Rec Review Function. 

5. Never make new recordings over parts of a previously recorded 
video cassette. 



Les signaux VITC 

Ce camdscope est 6quip6 d'un g6n6rateur VITC incorpore et 
enregistre automatiquement les signaux VITC (Codes temporels 
d'intervalles verticaux). Ce g6n6rateur VITC peut compter 
continuellement de 0 jusqu'd 24 heures au maximum. A I'aide de la 
table de montage VITC, il est possible de faire des montages tr6s 
precis it une image pres, avec les cassettes enregistrdes avec les 
signaux VITC. 

Remarque: 

En ce qui concerne i'op^ration de montage, se reporter aux 

instructions du gdndrateur VITC. 

•Une pile au lithium incorporde assure que le dernier code 
temporel enregistrd avant une interruption reste mdmorisd. 
Lorsque Ton reprend I'enregistrement, la comptabiiisation des 
codes temporels reprend done k I'endroit ou elle a 6td 
interrompue, m§me si le cam^scope est mis hors circuit. 

•Pour remettre le code temporel i z6ro, ^jecter temporairement la 
cassette viddo et appuyer sur la touche de mise en marche/arrSt. 

Informations relatives k I'enregistrement avec code temporel 

Le code temporel doit continuellement 6tre en registry sans 
interruption si Ton souhaite retrouver aisdment une sequence lors 
de la lecture. 

1 . Au d^but de chaque cassette, prdvoir une amorce noire. 
Laisser le capuchon sur I'objectif et enregistrerainsi pendant 
20 secondes au moins. 

2. Chaque fois que Ton met le cam6scope sous tension, le code 
temporel peut subir un leger decalage qui rend la lecture des 
premieres images filmdes difficile. Prendre done I'habitude de 
commencer I'enregistrement 5 secondes avant de commencer 
la sc^ne que I'on souhaite effectivement fitmer. 

3. ^viter d'avancer ou de rebobiner la bande aprds chaque prise 
de vues. Les sequences doivent dtre enregistr^es les unes k la 
suite des autres. 

4. Ne pas utiliser la fonction de recherche sur camera ou de 
visualisation des scenes enregistr^es. 

5. Ne jamais filmer une nouvelle sequence sur une cassette <i6\k 
enregistrde. 
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■ How to Reset the VITC Counter Value 

To reset the VITC counter to zero before you start recording: 

1 Turn the Movie Camera on. 

2 Press the [TAPE EJECT] Button. 

The Cassette Compartment Cover opens. 



Press the Start/Stop Button. 

This resets the VITC Counter to zero. 

To Start recording, Insert a cassette, close the Cassette 

Compartment Cover and press the Start/Stop Button. 



■ Comment remettre la valeur du compteur VITC 

dz^ro 

Pour remettre le compteur VITC ^ zero avant de commencer li 
filmer: 



1 



Etablir le contact sur le camescope. 



2 Appuyer sur la touche (TAPE EJECT]. 

Le couvercle du compartiment de cassette s'ouvre. 

3 Appuyer sur la touche de mise en marche/ 
arret. 

Le compteur VITC est alors remis k z6ro. 

Pour enclencher la prise de vues, insurer une cassette, 

refermer (e couvercle du compartiment de cassette et 
appuyer sur la touche de mise en marche/arret. 
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These indications are displayed in the Viewfinder to inform you about the 
conditions of the Movie Camera. 

9 When condensation has formed inside the Movie Camera, the "DEW" 
Indication flashes and a few seconds later, the Movie Camera will turn 
itself off. 

Press the [TAPE EJECT] Button, remove the video cassette and wait 
until the "DEW" Indication disappears. 

O Video Head Clogging. 

Consult qualified service personnel. 
(See page 58.) 

Q The " — ' Indications begin to disappear one after another as the power 
of the Battery Pack weakens. 

When the last bar has disappeared, the Battery Indication " will 

flash. 

When a Battery Pack is inserted, this indication initially always shows 
"E F", reganjiess of the Battery Pack's charging condition. 

0 There is no video cassette inside, or the tab Of the inserted video 
cassette is broken out. 

The indication flashes to warn that recording is not possible. Insert a 
video cassette with intact tab. If the tab is broken out, seal the hole with 
adhesive tape. 

0 When the Lithium Battery (for the Auto Date Function, etc.) is exhausted, 
this indication will flash for 10 seconds after the Movie Camera has been 
turned on. 

0 During recording: The tape has reached its end. Replace the video 
cassette with a new one whose tab is intact. 

O It appears few seconds while an index signal is being recorded. 



FRANQAIS 



Ces indications sont affich^es dans le viseur afin d'informer I'utilisateur de 
r^tat du camescope. 

0 Lorsque de la condensation se forme h I'intdrieur du camescope, 
I'indication "DEW" clignote, et quelques secondes apr^s, le contact se 
coupe automatiquemenl. 

Appuyer sur la louche d 'Ejection de la cassette, retirer la cassette et 
attendre jusqu'd ce que I'indication "DEW" disparaisse. 

Q Encrassement des t^tes vid6o. 
Consulter un personnel qualifid. 
(Voir page 56.) 

0 Les indications " — " commencent k disparattre I'une apres I'autre k 
mesure que la charge du bloc-batterie s'6puise. 
Lorsque le dernier tiret a disparu, I'indication "<dsp " clignote. 
Lorsqu'un bloc-batterie est ins6r6, I'indication initiale montre toujours 
"E F", peu importe la charge du bloc-batterie. 

O II n'y a pas de cassette dans I'appareil. ou la cassette ins6r6e n'est pas 
munie de sa languette de prevention d'eflacement. 
L'indication clignote afin d'informer I'utilisateur que la prise de vues est 
impossible. Insurer une cassette munie de sa languette, ou recouvrir le 
trou avec un ruban adhdsif . 

0 Lorsque la pile au lithium (pour maintien automatique de la date) est 
dpuis^e, cette indication clignote pendant 10 secondes apr^s 
I'dtablissement du contact. 

O Durant une prise de vues: Le ruban est rendu en fin de bande. 

Remplacer la cassette par une nouvelle cassette munie de sa languette. 

0 Cette indication apparalt quelques secondes lors de I'enregislrement 
d'un signal d'index. 
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Precautions 

Please read these cautions before operating the Movie Camera 
and its accessories. 



Precautions a observer 

Lire ces recommandations attentivement avant d'utiliser le 
camescope et ses accessoires. 



Video Head Clogging 

The video heads are the means by which the Movie Camera places 
picture signals on the tape during recording, and reads picture 
signals from the tape during playback. If these heads become dirty 
and clogged from long use, the signals can no longer be recorded 
or played back correctly. This is the case, if the sound of a tape 
during playback is reproduced normally, but the picture is not 
visible or greatly distorted. When such symptoms occur, have the 
Movie Camera checked by qualified service personnel. 
This Movie Camera is equipped with Head Clogging Detection. 
When the heads are clogged, the "O" Indication In the Viewffnder 
will appear. As the accumulation of dirt on the heads may be 
dislodged by the movement of the tape, it is possible that this 
indication sometimes appears, but may not reappear on the next 
recording start. 

The Head Clogging Detection will be activated when the shooting 
is started from the recording pause mode. However, it wilt not be 
activated when recording immediately after replacing the cassette 
and after playing back some part of the tape. 



If Condensation Forms Inside the Movie Camera 

Condensation (dew) forms when warm air comes in contact with a 

cold object, for example on a window in a heated room in winter. 
Condensation may also form in the Movie Camera and damage the 
tape and the video heads, if: 

•The Movie Camera is in a room where the heat has just been 
turned on. 

•The Movie Camera is in a room with steam or high humidity. 
•The Movie Camera is brought in from cold surroundings to a well- 
heated room. 

•The Movie Camera is suddenly brought from cool surroundings, 
such as an air-conditioned room or car, to a place which is hot 

and humid. 

•When condensation has formed inside the Movie Camera, the 
"DEW" Indication in the Viewfinder will flash and a few seconds 
later, the Movie Camera will turn itself off to protect the tape and 
the video heads. 

After a white, turn the Movie Camera on again and make sure that 
the "DEW" Indication is not displayed any more. Then, wait about 
1 hour before operating the Movie Camera again. Depending on 
the surrounding conditions, it may take several hours before the 

Movie Camera can be used again. 
•As condensation forms gradually, it may take about 
10-15 minutes before the Movie Camera turns itself off after a 
change of working environment. 

•in an extremely cold place, condensation may freeze and turn 
into frost. In this case, it may take quite some time for the frost to 
melt, turn into dew and evaporate, 

•When you bring the Movie Camera from a very cold place, e.g. 
the ski slopes, into a heated room, keep it in a tightly closed 
plastic bag or similar to prevent condensation from forming inside 
the Movie Camera. 



Nettoyage des tetes video 

Les tetes vid§o servent h placer le signal image sur le ruban lors de 
Tenregistrement et k le lire lors de la lecture. Lorsqu'un usage 
prolonge produit un encrassement des tetes, il n'est plus possible 
d'enregistrer correctement les images et celles-ci sont alors 
deformees a la lecture. Dans un tel cas, la lecture produit des sons 
normaux mais les images sont absentes ou completement 
ddformdes. En presence de ce phenomene, confier la verification 
du camescope d un personnel qualifi^. 
Ce camescope est dotd de la fonction de detection de 
I'encrassement des tdtes. Lorsque tes tdtes necessitent un 
nettoyage, I'indication " O " est affichee sur I'ecran du viseur. 
Comme le mouvement du ruban peut sufftre a deloger 
raccumulation de residus sur les tetes, il est possible que cette 
indication soit affichee ^ quelques reprises et absente du viseur 
lors d'un enregistrement subsequent. 
La fonction de detection de I'encrassement des tetes est activ^e 
lorsqu'une prise de vues ddbute d partir du mode pause a 
I'enregistrement. Toutefois, cette fonction n'est pas activde apres 
le remplacement de la cassette, et apr^s Tutilisation de la fonction 
lecture. 



Formation de condensation a I'interieur du camescope 

II y a formation de condensation lorsque I'air chaud entre en 
contact avec un objet froid, comme on peut Tobserversur une 
fenetre pendant I'hiver par example. 

La condensation peut egalemeni se former dans le camescope et 
endommager le ruban et les tetes video dans les cas sutvants: 
•Le camescope se trouve dans une piece oCi le chauffage vient 
d'etre allume. 

•Le camescope se trouve dans une pi^ce oD I'atmosph^re est tr6s 

humide. 

•Le camescope est deplace d'un endroit frais a une piece 
chauffee. 

•Le camescope est soudainement deplace d'une piece ou d'une 
voiture climatisee vers une piece chaude et humide. 

•Lorsqu'il y a formation de condensation dans le camescope, 
t'indication "DEW" clignote sur I'dcran du viseur, et quelques 
secondes plus tard le contact se coupe automatiquement afin de 
prot^ger le ruban et les tStes vid^o. 

Apres un certain laps de temps, etablir de nouveau le contact et 
s'assurerque I'indication "DEW" n'est plus affichee. Attendre 
environ une heure avant d'utiliser le camescope. Selon tes 
conditions ambiantes, il faut parfois attendre plusieurs heures 
avant que le camescope puisse fonctionner normalement. 

•Comme la condensation se forme gradueltement, il se peut que le 
contact ne se coupe que 1 0 ou 1 5 minutes aprds un changement 
brusque des conditions d'utilisation. 

•Si la temperature est extrdmement froide, il se peut que la 
condensation se transforme en glace. Le cas 6cheant, il peut 
s'ecouler davantage de temps avant que la glace fonde, se 
translorme en condensation puis s'evapore. 

•Si le camescope est deplace d'un endroit tres froid, comme une 
pente de ski, jusque dans une piece chauffee, ranger celui-ci 
dans un sac en piastique etanche afin de prevenir la formation de 
condensation dans I'appareil. 
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Precautions for the Movie Camera 

In case of abnormal operation of this unit {e.g. if it emits smoke or 
some unusual smell), immediately stop the operation and consult 
qualified service personnel. 

■ Precautions for Use: 

•Do not disassemble or this unit. Some internal parts of this unit 
have high voltage. Disassembling is very dangerous and may 
cause serious damage to the unit. 

•Never put any objects inside. 
Never insert any metal objects through any of the openings 
(cassette compartment, etc.}. If any liquid is spilled into the unit, 
immediately stop the operation and consult qualified service 
personnel. 

Operating the unit with some foreign matter inside may cause 
malfunction or electric shocl(. 

If children have access to this unit, special attention should be 
paid to this point. 
•Never aim the lens at the sun tiecause this could cause 

permanent damage to the CCD image sensor. Such damage 
could manifest itself in reduced picture quality or could make 
recording altogether impossible. Attention should be paid to this 
point not only during recording but during other operations as 
well. 

•Never sut^ect the unit to strong vibrations or shocks. 

Shocks during use may result in picture distortion. 
•Do not use this unit during a thunderstorm, especially not in a 

targe open field, because this would be very dangerous. 

If used indoors during a thunderstorm, be sure to disconnect the 

AC Adaptor from the mains outlet. 
•Never use this unit with the cassette compartment facing down, 

because this could cause uneven winding, slacking and damage 

to the tape. 

•Do not use the viewfinder as a carrying handle when transporting 
the unit. 



Precautions & prendre avec le camescope 

Si le fonctionnemeni de I'appareil semble anormal (de la fumee ou 
une odeur inhabituelle s'en 6chappe), couper immediatement le 
contact et consulter un centre de sen/ice qualifi6. 

■ Conditions d'utilisation: 

•Ne pas demonter cet appareil. Certaines pieces internes 
presentent des tensions Slev^es. Le fait de demonter I'appareil 
peut s'avgrer dangereux et entrainer des dommages aux 
composants. 

•Ne jamais inserer un objet dans I'appareil. 
Ne jamais inserer un objet m6tallique ou matiere inflammable 
dans les ouvertures de l appareil {compartiment a cassette, etc.). 
Si un liquide quelconque penelre dans I'appareil, cesser d'utiliser 
I'appareil et consulter un personnel qualifie. 
L'utilisation de I'appareil avec un objet etranger a I'interieur peut 
entrainer des dommages et causer un choc 61ectrique. 
Porter une attention particulldre k I'appareil si de jeunes enfants y 
ont aoc§s. 

•Ne jamais pointer le camescope directement vers le soleil afin 
d'^viter des dommages permanents au dispositif analyseur. La 
quality des images pourrait alors etre rSduite et la prise de vues 
rendue impossible. 

•Ne pas soumettre I'appareil a des vibrations excessives ou 
I'exposer a des chocs violents. De tels chocs pendant son 
utilisation peuvent entrainer une distorsion des images. 

•Ne pas utiliser I'appareil durant un orage diectrique, surtout dans 
un grand espace ouvert. 

Si I'appareil est utilise k I'intdrieur pendant un orage diectrique. 
s'assurer de d^brancher I'adaptateur c.a. de la prise de courant. 

• Ne jamais utiliser le camescope a I'envers, c'est-a-dire avec le 
compartiment de la cassette place vers le bas, afin d'eviter que le 
defilement du ruban soil tn^gal et que sa tension se reldche. Le 
ruban pourrait etre endommag6 par un tel traitement. 

•Ne jamais transporter le camescope en le tenant par le viseur. 
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Precautions (cont'd) 

■ Precautions for Surroundings: 

•Do not use this unit in any place where water or other liquids 
could splash on it. 

•Do not operate this unit very near a TV set or radio, because this 
could negatively influence the picture and sound reception. 

•Keep this unit away from areas with strong electric fields, 
because they could impair the proper functioning of this unit and 
cause picture distortion. 

• Keep this unit away from objects emitting high temperature, such 
as healers. 

•Do not insert video cassettes into the unit or tal^e them out in 
dusty places. 

•It is not possible to use this unit in the water. If it is accidentally 
dropped into water (or some other liquid), disconnect it from the 
AC Adaptor, take it out of the water, and then consult qualified 

service personnel. 

■ Precautions for Connections: 

•Before connecting, confirm that all systems are turned off and 

that the connecting cables are not damaged. 
•Do not expose the connection cables to high temperatures, 

chemicals and objects with sharp edges; also do not bend the 

cables excessively. 

■ Precautions for Storage and Transportation: 

• Do not leave this unit in places exposed to direct sunlight (e.g. a 
closed car in summer) or near heaters. Excessive heat could 
deform the body or cause other damage to the unit. 

•The packing materials in which the unit is shipped are designed 
for optimum protection. Keep them for transporting the unit in the 
future. 

Store the unit and video cassettes away from magnetized ot^ects 
such as toys containing motors and batteries. 
•Do not leave this unit in places with high temperature and high 
humidity such as in a closed car or in places with steam or oily 

smoke. 

If this unit is left in a damp place for a long lime, mold could form 
on and damage the lens. 

• Do not leave this unit in contact with rubber or plastic products for 
a long time, because it could cause defonnation and discoloration 
of the body. 

■ After Use: 

•Be sure to attach the Lens Cap. 

•When this unit is connected to the AC Adaptor, turn this unit off 

before unplugging the AC Adaptor. 
•When this unit is not going to be used for a longer period of time, 

remove the cassette before turning this unit off. 
•When the unit is not going to be used for a long period of time, 

turn the unit on occasionally to prevent malfunction. 



Precautions a observer (suite) 

■ Conditions ambiantes: 

•Ne pas utlliser cet appareil d proximity de I'eau. 
•Eloigner le camescope des t6l6viseurs ou radios. La proximity 
d'un t^leviseur ou d'une radio peut amoindrir la quality des 

images et du son. 

• Eloigner le camescope des champs electrrques infenses. La 
proximity de champs electriques intenses peut d6former les 
images et empecher le bon fonctionnemeni de I'appareil. 

•Eloigner le camescope des sources de chaleur, tels que les 
radiateurs. 

•Ne pas insurer ou ^jecter une cassette lorsqde I'appareil se 

trouve dans un endroit pousstdreux. 
•Cet appareil ne peut Stre utilise dans I'eau. Si I'appareil est 

dchappd accidenteltement dans I'eau (ou autre liquide), le 

debrancher de I'adaptateur c.a., le sortirde I'eau et consulter un 

personnel qualif i6, 

■ Prteautlons d observer tors des raccordements: 
•Avant de proc^der aux raccordements, s'assurer de oouper le 

contact sur tous les appareils et verifier que les fils utilises ne sont 
pas endommagds. 
•Ne pas exposer les fils d des temperatures ^levees, ^ des 
produits chimiques et ne pas les placer pres d'objets pointus; ne 
pas plier les fils excessivement. 

■ Conditions de rangement et de transport: 

•Afin de prevenir toute deformation au boitier, ou autre dommage 
e l appareil, eviter de laisser I'appareil expose aux rayons directs 
du soleil (par exemple, dans une voiture toutes vitres fermees en 
ete). Ne pas le laisser non plus prds de radiateurs. 

•Les cartons d'emballage dans lesquels I'appareil est expedid 
servent ^ le proteger. Conserver ces cartons pour transporter 
I'appareil ulterieurement. 

Ranger I'appareil et les cassettes video loin des objets 
magnetiques, tels que jouets comportant des moteurs ou des 
piles. 

• Ne pas laisser I'appareil dans un endroit ou la temperature et 
rhumidite sont eievees, comme dans une voiture fermee, ou 
dans un endroit renfermant des vapeurs ou des fumies 
huileuses. 

Si I'appareil est laisse longtemps dans un endroit humide, de la 

moisissure peut se former et endommager I'objectif. 

• Ne jamais laisser un objet en vinyle ou en caoutchouc en contact 
avec l appareil pendant une periode prolongde afin de prdvenir 
tout Chang ement de couleur du bottler. 

■ Aprds utilisation: 

•Couvrir I'objectif avec le capuchon. 
•Si le camescope est raccordd i I'adaptateur c.a., couper le 
contact sur cet appareil avant de debrancher I'adaptateur c.a. 

• Si le camescope n'est pas utilise pendant une periode prolongde, 
enlever la cassette vid6o avant de couper le contact. 

•Si le camescope n est pas utilise pendant une p6riode prolongde, 
etablir le contact de temps en temps pour eviter toute 
deterioration de ses fonctions. 
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Precautions for the Battery Pack 

The function of the Battery Pack is based on a chemical reaction. 

Pay attention to the following points when using it. 

•If charged at low temperatures, the operation time of the Battery 
Pack becomes shorter. 

•For recharging, use the specially designed AC Adaptor only. 

•Charge the Battery Pack within a temperature rartge of 
50°F-95T (1 0°C-35°C). At higher or lower temperatures, the 
Battery Pack cannot be charged to its full capacity. 

• Do not recharge the Battery Pack when it is already fully charged. 

• If, in spite of normal recharging, the operation time of the Battery 
Pack becomes too short for practical use, the service life of the 
Battery Pack has reached its end. Replace it with a new one. 

•During operation of this unit or during recharging, the Battery 
Pack may become warm. However, this does not pose any 
problem. 

•When the Battery Pack is not being used, remove it from the 

Movie Camera or the AC Adaptor. 
•Do not short-circuit the connectors nor disassemble the Battery 

Pack. 

•Do not throw the exhausted Battery Pack into a fire. 

■ Precautions for Storing the Battery Pacit: 

•Do not store the Battery Pack in contact with metal objects 

because they could short-circuit the connectors of the Battery 

Pack and exhaust It. 
•Do not leave the Battery Pack In places with high temperature, 

e.g. on the dashboard of a car or other places exposed to direct 

sunlight. 



Precautions for the AC Adaptor 

•Before connecting the AC Adaptor to an AC wall outlet, confirm 
that the voltage on the rating plate matches your local AC main 



Precautions a observer concernant le bloc-batterie 

Le fonctionnement du bloc-batterie est bas6 sur une reaction 
chimique. Porter attention aux points suivants lors de {'utilisation 
d'un bloc-batterie. 

•Si le bloc-batterie est charg6 k basse temperature, son temps 
d'utilisation sera r^duit. 

•Pour la recharge, n'utiliser que Tadaptateurca. recommandd. 
•Charger le bloc-batterie k une temperature se situant entre 1 0'C 

et 35*C A des temperatures plus basses ou plus eievees que 

celles mentlonnees, le'bloc-batterie ne pourrait dtre charge e 

pteine capacite. 
•Ne pas tenter de recharger le bloc-batterie s1l est dejd 

completement charg6. 
•Si, en depit d'une recharge effectuee normalement, la dur6e de 

charge du bloc-batterie devient trop courte, le bloc-batterie a 

probablement depasse la duree de vie prevue. Le remplacer par 

un nouveau bloc-batterie. 

•Pendant rutilisation du camescope, ou pendant la recharge du 
bloc-batterie, il est normal que le bloc-batterie devlenne chaud. 
Ce n'est pas le signe d'une defectuosite. 

•Lorsque le bloc-batterie n'est pius utilise, le retirer du camescope 
ou de I'adaptateur c.a. 

•Ne pas court-circuiter les bomes du bloc-batterie ou tenter de le 
demonter. 

•Ne pas jeter un bloc-batterie au feu. 

■ Conditions de rangement du bloc-batterie: 

• Ne pas laisser le bloc-batterie en contact avec des objets 
m^talliques, ceux-ci pouvant court-circuiter les bornes du bloc- 
batterie. 

•Ne pas laisser le bloc-batterie dans un endroit oil la temperature 
est eiev^e, par exemple dans le coff re a gants d'une voiture, ou 
autre endroit expose aux rayons directs du soleil. 
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Possible Use of the Function 
Buttons in the Different Operation 
Modes 



Operation Buttons 


Mode Selector Switch 


AUTO 


MANUAL 


PORT- 
RAIT 


O [LOW LIGHT] 
Button 


No 


Yes 


Yes 


O [FOCUS] Button 


No 


Yes 


Yes 


0 [W.B] Button 


No 


Yes 


Yes 


O l>R>S/ 
SHUTTER] 
Switch 


IRIS 


No 


Yes 


Yes 


SHUT- 
TER 


No 


Yes 


No 


0 [STILL/STROBE]/ 
[TRACER] Button 


Yes 


Yes 


Yes 


- 

O (DIGITAL ZOOM]/ 
(GAIN UP] Button 


Yes 


Yes 


Yes 


O [FADE] Button 


Yes 


Yes 


Yes 


0 [WIPE] Button 


Yes 


Yes 


Yes 


0 [MIX] Button 


Yes 


Yes 


Yes 



Utiiisation possible des touches 
des fonctions dans les differents 
modes 



Touches de 
fonctionnement 


S^lecteur de mode 


AUTO 


MANUAL 


PORT- 
RAIT 


OTouche [LOW LIGHT] 


Non 


Qui 


Oui 


QTouche [FOCUS] 


Non 


Oui 


Oui 


0Touche[W.B] 


Non 


Oui 


Oui 


O S^iecteur 
[IRIS/ 
SHUTTER] 


IRIS 


Non 


Oui 


Out 


SHUT- 
TER 


Non 


Oui 


Non 


0Touche[STILL7 
STROBE]/[TRACER] 


Oui 


Oui 


Oui 


0Touche [DIGITAL 
ZOOM]/[GAIN UP] 


Oui 


Oui 


Oui 


OTouche [FADE] 


Oui 


Oui 


Oui 


0Touche[WIPE] 


Oui 


Oui 


Oui 


0Touche [MIX] 


Oui 


Oui 


Oui 
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Indications in the Viewfinder 



Indications du viseur 



(1) Recording System Indications 

"0" S-VHS system recording 

•When the "H" Indication is not visible the recording is made in the 
VHS mode. 

•The recording system can be changed by sliding the |S-VHS 
ON/AUTO/OFF] Switch. 

(2) Manual White Balance Indications 

In the Manual White Balance Adjustment Mode: 

" " Indication flashes slowly Adjustment is not made. 

" t^/i " Indication flashes rapidly While adjustment is being 

performed. 

" " Indication is lit The adjustment has been completed. 

In the Automatic White Balance Adjustment Mode (initial mode), 
none of these indications are lit. 

(3) Tracer Indication 

•TRACER" 

When the [TRACER] Button is pressed, the "TRACER" Indication 
appears. 

(4) Digital Wipe Indication 

"D.WIPE" 

•When the [WIPE] Button is pressed, the "D.WIPE" Indication appears. 

(5) Digital Mix Indication 

"□.MIX" 

•When the (MIX] Button is pressed, the "D.MIX ' Indication appears. 

(6) High Sensitivity Indication 

At every press of the [GAIN UP] Button, the indication changes in the 
following order: 



c 



no indication^ "GAIN x4"-."GAIN x8" 



□ 



(7) Low Light Indication 

"LOW L" 

•When the (LOW LIGHT) Button is pressed, the "LOW L" Indication 
appears. 

(8) Self-Timer and Interval Indications 

At every press of the (TIMER/INTERVAL REC] Button, the indication 
changes in the following order: 

.no indication-* "SLF20"-. "SLF"-."1NT" 



(1) Indications du syst^me d'enreglstrement 

"H" Format d'enregistrement S-VHS 

•Lorsqu'il n'y a pas d'indication "H", I'enregistrement se fait dans le 
format VHS. 

• II est possible de changer de format en changeant le r^lage du 
s6lecteur (S-VHS ON/AUTO/OFF], 

(2) Indications du mode manuel d'^uilibre du bJanc 

En mode reglage manuel de I'dquilibre du blanc: 

" lAa " clignote lentement Le reglage n'est pas fait. 

" tAl " clignote rapidement Le r6glage est en cours. 

" tAs " 6clair6 Le reglage est termin6. 

En mode r^lage automatique de I'^quilibre du blanc (reglage 
implicite), aucune de ces indications n'est allum^e. 

(3) Indications du mode traceur 

"TRACER" 

Lorsqu'une pression est exerc^e sur la touche traceur, I'indication 
"TRACER" apparait. 

(4) Indications du mode balayage num^rlque 

"D.WIPE" 

•Lorsqu'une pression est exercde sur la touche de balayage 
num6rique, I'indication "D.WIPE" apparait, 

(5) Indications du mode melange num^rlque 

"D.MIX" 

•Lorsqu'une pression est exerc6e sur la touche da melange 
num6rique, I'indication "D.MIX" apparatt. 

(6) Indications du mode sensibility dlev^ 

Chaque pression sur la touche de rehaut de gain fait changer 
rindication affich^e selon la sequence suivante: 
pAucune indication-. "GAIN x4"->"GAIN x8 ' 1 

(7) Indication de faible luminosity 

"LOW L" 

L'indication "LOW L" apparatt dans le viseur lorsque Ton appuie sur la 
touche [LOW LIGHT]. 

(8) Indications du mode enregistrement dMiri et enregistrement h 
interval le 

Chaque pression sur la touche d'enregistrement diff6r6/& intervalle fait 
changer rindication affich6e selon la sequence suivante; 



r 



Aucune indication-. "SLF20"^"SLF"-*"lNr' 
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Indications in tiie Viewfinder 
(cont'd) 

(9) Time Indication 

"AM 12:30" 

•The current time (hour and minute) is displayed. 
The time must initially be set. 
•The time is shown in the 12-hour clock system. 
• It is possible to display the date alone, or the time and date together. 

(10) Date Indlcatlort 

"OCT. 20 1995" 

•The year, month, and day are displayed. 
The date must initially be set. 

(11) Remaining Battery Power/Index Indication 

"E F" 

•The " — " indications iDegin to disappear from right to left as the power 

of the Battery Pack is being used up. 
"INDEX" 

•This indication flashes when a recording is started and it indicates that 
an index signal is being recorded. 

(12) Tape Counter/Elapsed Tape Tinw Indication 

"M0123" 

•To be able to play back a certain scene at a later time, press the 

{MEMORY/DISPLAY] Button at the beginning of that scene. 

When the OFF) Button or the [REW/O) Button is later pressed, it is 

possible to easily locate this scene. 

("M" means Memory.) 
"L 0:00.00" 

•The Lap Time Counter counts up only during recording. 
•When a cassette is ejected, the Lap Time Counter is automatically 
reset to "L 0:00.00". 

(13) Warning Indications 

The following indications are displayed to inform about the conditions of 
the Movie Camera. 

"DEW". ■■©". "<^", "1^", "® " and "END". 



Indications du viseur (suite) 

(9) indication de I'heure AM t2:30" 

•L'heure courante (heures et minutes) est affichde. 

L'horloge doit auparavant avoir M6 rigtie. 
•L'heure est affichee selon le systeme de 12 heures. 

• II est possible de faire afficher la date seulement. ou la date et l'heure 
ensemble. 

( 1 0) Indication de la date 

"OCT. 20 1995" 

• L'annde, le mois, et le jour sont affich^s. 
L'horloge doit auparavant avoir 6te reglee. 

(11) Indication de la charge restante du bioc-batterie/mode index 

"E F" 

•Les tirets "— " commencent k disparaitre depuis la droite k mesure 
que s'dpuise la charge du bloc>batterie. 
"INDEX" 

•Cette indication clignote au d6but d'une prise de vues pour indiquer 
qu'un signal d'index a Mk enregistri. 

(1 2) Indication du compte-tours/temps teoul^ 

"M0123" 

•Pour etre en mesure de vlslonner ult^rieurement une sc6ne precise, 
appuyer sur la louche mdmolre/affichage au d6but de 
renregistrement de la scdne en question. 
Une pression sur la louche avance accdidrde ou rebobinage 
permettra ensuite de localiser rapidement la scdne recherchde. 
("M" indique mdmoire.) 

"L 0:00.00" 

•L'lndlcatlon du temps 6could n'augmente que pendant 
renregistrement. 

•Lorsque Ton djecte une cassette, le compteur de temps kcoutk 
revient automatiquement k"L 0:00.00". 

(13) Indications d 'a vertlssement 

Les indications suivantes sont aft ich6es afin d'informer I'utilisateur de 
r6tat du carr^escope. 

"DEW, " »5 ". "<dsp"'. "G^", "^'"et-'END". 
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Indications in the Viewfinder 
(cont'd) 

(14) Tape Running Indications 

Depending on the operation mode being currently performed by the 
Movie Camera, one of the following indications appears. 
">" During Playback 

Camera Search (in forward direction) 
"II" During Still Playback 
" «" Rewind/Review Mode 

Camera Search (in reverse direction) 
" » " Fast Forward/Cue Mode 
"INST >" Insert Ediling mode 
"INST 1 1" Insert Editing Pause mode 
"A.DUBO" Audio Dubbing mode . 
"A.DUB 1 1" Audio Dubbing Pause mode 

(15) Shooting Mode Indications 

"REC" During Recording 
"PAUSE" During Recording Pause 

"CHK" During Rec Review 

(16) Magnification Ratio Indication 

•If appears when the Movie Camera is turned on. 

(17) F Number Indication 

The desired P Number can be selected by repeatedly pressing the 
[IRIS CLOSE] or [IRIS OPEN] Button. 

0P+G2, 0P+G1 . OPEN, F2. F2.4. F2.8. F3.4, F4. F4.e, F5.6, F6.e. 
F8. F9.6, F11, F14, F16, F19, CLOSE 

(18) Shutter Speed Indications 

The desired shutter speed can be selected by repeatedly pressing the 
(SHUTTER -J or (SHUTTER +] Button. The numbers in the Shutter 
Speed Indication show fracttons of a second, e.g. 1/1 00* 1/100th of a 

second. 

1/100, 1/250, 1/500, 1/1000, 1/2000. 1/4000. 1/8000 
•The initial shutter speed is 1/60 sec. (no indication). 

(19) Manual Focus Indication 

"MF" ("MF" means Manual Focus.) 

Pressing the [FOCUS] Button will (urn the Automatic Focus Mode on or 
oti. The "MF" Indication indicates that the Manual Focus Mode is 
selected. 

•Initially, the Auto Focus Mode is selected ("MF" Indication is ofO- 

(20) Digital Zoom Indication 

"D.ZOOMt". "D.ZOOM2" 

•Turn the Digital Zoom Functnn on or off by pressing the 
[DIGITAL ZOOM] Button. "D.ZOOM 1 " or "D.ZOOM 2" is indicated 
when it is turned on. ("D" means Digital.) 



Indications du viseur (suite) 

(1 4) Indications de ddlilement du ruban 

Selon la manipulation effectude, I'une de ces indicattons est aWch6e: 

"t>" Lecture 

Reperage (vers I'avant) 
"II" Arrfet sur image 
"«" Rebobinage/r^vision 

Reperage {vers Tarri^re) 
" >[>" Avance accet6ree/reperage k la lecture 
"INST>" Montage par insertion 
"INST 11" Pause de montage par insertion 
"A.DUB O" Doublage audio 
"A.DUBII" Pause de doublage audio 

(1 5) Indlcatlona du mode de prise de vues 

"REC" Enregistrament (prise de vues) 
"PAUSE" Pause 4 1'enreglstrement 
"CHK" Visionnement de 1'enregistrement 

(1 6) Indication du taux d'agrandissement 

•Cette indication apparait lorsque I'on met le camescope en circuit. 

(17) Indication del'ouvertureF 

S6lectk)nner la valeur de I'ouverture du diaphragme ddsirde en 
appuyant de fa^on r6pdt6e sur la touche [IRIS CLOSE] ou sur la touche 
[IRIS OPEN]. 

OP+Q2. 0P+G1 . OPEN, F2, F2,4. F2.8, F3.4. F4. F4.8, F5.6, F6.8, 
F8. F9.6, F11. F14. F16, F19, CLOSE 

(18) Indication de vitesse d'obturation 

S^lecttonner la vitesse d'obturation d^sir^e en appuyant de fagon 
r^p^tte sur la touche [SHUTTER -) ou sur ta touche [SHUTTER +]. 
Les vilesses d'obturation sont indiquees en fractions de seconde (par 
exemple: 1/1 00 represents un cent vingti^me de seconde). 
1/100, 1/250, 1/500. 1/1000, 1/2000, 1/4000. 1/800O 
•La Vitesse inittale est de 1/60e s (aucune indication), 

(1 9) Indication de mise au point manuelle 

"MF" ("MF" signifie mise au point manuelle.) 
Une pression sur la touche mise au point [FOCUS] permet de valider 
ou invalider la mise au point automatique. L'indkatkin "MF" indk)ue 
que le mode manual est selectionnd. 

•Initialement, le mode automatique est sdlectionnd (I'indication "MF" 
n'est pas aHich^e). 

(20) Indication de focale numdrique 
'D.ZOOM1'. "D.ZOOM 2" 

•Valider ou invalider la fonction de focale (zoom) numerique en 
appuyant sur la touche de focale numerique. L'indication 
"D.ZOOM 1 " ou "D.ZOOM 2" est aHich6e lorsque la fonction est 
valklee. 
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Before Requesting Service 



Power Source 



Symptom 


Cause 


Action 


Reference 
Pages 


•When using the Battery Pack: ■ 
Movi6 C&(nsr& doss not turn on. 1 


^ •Battery Pack is not attached. 


•Attach it correctly. 


13 


V •Battery Pack is not charged. 


•Charge it. 


12 


•When using the Battery Pack: ■ 
Movie Camera turns off soon. 1 


m •Battery Pack is e)^haijsted. 


•Use a fully charged one. 


12 


W • Recording was paused for more than 5 minutes. 


• Slide the [POWER] Switch backward to turn the 

Movie Camera on. 


25 


•When using the AC Adaptor: ■ 
Movie Camera does not turn on. 


V •AC Adaptor is not connected. 


•Connect AC Adaptor correctfy to Movie Camera. 


14 


•Movie Camera turns oft soon. ■ 


W •Dew has formed inside. 


•Wait serveral hours. 


56 


Recording 


•No picture appears in the Viewfinder. P 


m cMovie Camera does not turn on. 


•SIkJe the [POWER] Switch backward to turn the 
Movie Camera on. 


25 


w •Lens Cap is attached. 


•Remove it. 


19 


•indicationsintheViewfinderarenot p 
dear. j 


w •Eyepiece Corrector is not adiusled. 


•Adjust it. 


17 


• • Lens is covered with dust or dirt. 


•Clean it. 


18 


•Recording cannot be started. P 


w • Tab of the inserted cassette is broken out. 


•Cover the tab hole with adhesive tape. 


20 


^ •No cassette is Inserted. 


•Insert a cassette with intact erasure prevention 
tab. 


20 


w 'Tape has reached its end. 


•Insert a new video cassette. 


20 


•Oateandiinriecannotberecorded. ■ 


m •Date and time are not set. 


•Set the date and time. 


15 


•Date and time are not displayed in them 
Viewfinder. 


h [DATEHIME] Button was not pressed. 


•Press the [DATE/TIME] Button 


17 



Playback 



•No playback picture is reproduced. 




^ •Movie Camera does not turn on. 


•Slide the [POWER) Switch backward to turn the 
Movie Camera on. 


48 


^ aMovie Camera is not connected to TV set or it is 
connected incorrectly. 


•Conned Movie Camera to TV set correctly. 


51 


^ •Wrong channel is selected on TV set. 


•Select the correct channel. 




•Picture contains noise bars. ■ 


^ •Cue, Reviewer Still Playback is being pertormed. 


•This is not a malfunction. 


50 


•Picture is not in colour or distorted. ■ 


► •Tracking is not adjusted. 


•Adjust the tracking on the Movie Camera. 


49 
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Guide de depannage 



Alimentation 



Probl^me 


Cause 


Remede 


Pages 


•Avec le bloc-baHerie: p 
Le contact ne peut etre ^tabli sur le 1 
camescope. ■ 


^•Le bloc-batterie n'est pas raccorde. 


• Mettre un bloc-batterie. 


13 


^•Le bloc-batterie n'est pas charg6. 


•Charger le bloc-batterie. 


12 


•Avec le bloc-batterie: ■ 
Le contact se coupe tout de suite sur 1 
le camescope. ■ 


^•La charge du bloc-batterie est epuis^e. 


•Uliliser un bloc-batterie completement charg6. 


12 


^•La pause a f'enregistrement a et6 matntenue 
1 pendant plus de 5 minutes. 


• Remettre le contact sur le camescope (glisser 
I'interrupteur [POWERJ vers I'arriere). 


25 


•Avec I'adaptateur secteur: ■ 
Le contact ne peut etre ^tabli sur le 
camescope. 


^•L'adaptateur secteur n'est pas raccord^. 


•Raccorder correctement I'adaptateur secteur au 
camescope. 


14 


•Le contact se coupe tout de suite sur ■ 
le camescope. 


^•De la condensation s'est form^e. 


•Attendre quelques heures. 


58 



Prise de vues 



•Aucune image dans leviseur. ■ 


^ • Le contact n'est pas etabli. 


•Glisser I'interrupteur IPOWER) vers I'arriere pour 
6tablir le contact. 


25 


^•Le capuchon est sur I'objectif . 


•L'enlever. 


19 


•Les indications dans le viseur ne sont ■ 
pas nettes. 1 


••Le correcteurde I'oculaire n'est pas bien regl6. 


•Regler le correcteur de I'oculaire. 


17 


^•L'objectif est couvert de poussi^re. 


•Nettoyer I'objectif. 


18 


•La prise de vues ne peut d^buter. 


^ • La languette de la cassette a etd brisie . 


•Couvrir le trou d'un morceau de ruban adhesif. 


20 


^ • II n'y a pas de cassette dans 1 'appareil. 


•Insurer une cassette munie de sa languette. 


20 


• ^La cassette est en fin de bande. 


•Insurer une nouvelle cassette. 


20 


•La date et I'heure ne peuvent etre ■ 
en registries. 


^ •La date et I'heure n'ont pas 6te regimes. 


•Regler la date et I'tieure. 


15 


•La date et I'heure ne sont pas * 
affichees dans le viseur. 


^ •La touche [DATE/TIME] n'a pas 6te utilisee. 


• Appuyer sur la touche [DATE/TIME]. 


17 


Lecture 


•Les images re peuvent Stre ■ 


^ •Le contact n'est pas 6tabli. 


•Glisser I'interrupteur [POWER] vers I'arriere pour 
etablir le contact. 


48 


1^ •Le camescope n'est pas raccord§ a un tet6viseur 
ou a 6ti mat raccordi. 


•Bien raccorder le camescope a un t^le viseur. 


51 


^ wLe t6l6viseur ne syntonise pas le bon canal. 


•S6lectionner le bon canal. 




•L'image est parasitie, ■ 


^ •Le reperage a la lecture, la revision ou I'arret sur 
1 image est utilise. 


•Cela n'indique pas une difectuositi de I'appareil. 


50 


•L'image n'est pas en couleur ou est ■ 
detormie. 


^ vLe rdglage du pistage n'est pas bon. 


•Regler le pistage sur le camescope. 


49 
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Specifications 



S-VHS Movie Camera Information for your safety. 



Power Source: 
Power Consumption: 


DC 12.0V 

Recording mode: 9.8 W (Battery Operation) H 


Video Recording 




System: 


4 Rotary heads, helical scanning system 


Tape Speed: 


33.35 mm/s 


Tape Format: 


S-VHSA/HS 


Record ing/PiaybacIc 




Time: 


160 min. with NV-T160 


FF/REW Time: 


Less than 12 min. with NV-T120 



VIDEO 
Television System: 
lUloduiation System: 

Output l.evei: 



El A; 525 lines, 60 fields NTSC color signal 
Luminance; FM azimuth recording 
Color signal; Converted subcarrier phase shift recording 
Video out (PHONO); 1 .0 Vp-p. 

S-VIDEO OUT Terminal; 1.0 Vp-p, 



75 ohm unt>alanced 
75 ohm unbalanced 



AUDIO 
Input Level: 
Output Level: 
Audio Tracic: 

Image Sensor: 

Lens: 



Viewfinder: 
Standard Illumination: 
Minimum Required 
Illumination: 

Video Horizontal 
Resolution: 

Stgnal-to-Noise Ratio: 



Audio Frequency 
Response: 

Operating Temperature: 
Operating Humidity: 
Weight: 
Dimensions: 



MICIN{M3); -70 dB. 

Audio out (PHONO); -8dB, 
1 track (Normal-Mono only), 2 channels (Hi-Fi Sound-Stereo) 
Vs-inch CCD Image Sensor 

12:1 Variable Speed Control Power Zoom Lens vwth Digital Al Auto Focus; 

Focal Length 5.6-67 mm 

F1.6 

Auto Iris/Manual Iris 
Filter Diameter 49 mm 
0.7-inch Electronic Viewfinder 
1.400 Lux 

3 Lux 

1 Lux (Digital Gain Up Mode) 

S-VHS; More than 400 lines (S-Video Out) 
VHS; More than 250 lines 
Video; More than 45 dB (VHS) 
Audio (Hi-Fi); More than 47 dB 
(Normal); More than 41 dB 

Hi-Fi; 50-20.000 Hz 
Normal; BO-S.OOOHz 
32T-104'F(0°C-40°C) 
10%-80% 

Approx. 6.16 lbs (2.8 l<g) (without Battery Pack) 

1 30 (W)x245 (H)x476 (D) mm [5 W (W)x9i Vie" (H)x 1 8%" (D)] 



4.7 icohm or more unbalanced 
47 kohm loaded 



AC Adaptor Information for your safety. 



Power Source: 


AC 100-240 V, 50-60 Hz (Automatic voltage adjustment) 


Power Consumption: 


44W 


DC Output: 


DC 12 V 1.8 A (VHS Movie) 




DCl 2 V 1 .5 A (Battery pack charging) 


Weigiit: 


Approx. 1 .36 lbs (0.62 kg) 


Dimensions: 


80 (W)x54 (H)xl96 (D) mm [SVie" (W)x2yiB'' (H)x7y4" (D)] 



Weight and dimensions shown are approximate. 
Specifications are subject to change without notice. 
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Donnees techniques 



Camescope S-VHS 



Mesures de security 



Alimentation: 
Consommation: 



12.0VC.C. 

Enregistrement; 9,8 W (avec bloc-batterie) 



Systdme d'enregistrement video: 

Vitesse de defilement: 

Type de cassette video: 

Duree d'enreglstrement/lecture: 

Duree d'avance acc6l6r^rebobinage: 

VIDEO 
Syst6me de tdldvislon: 
Systdme de modulation: 

Niveau de sortie: 

AUDIO 

Niveau d'entree: 

Niveau de sortie: 

Piste audio: 
DIsposltif analyseur: 
Objectif: 



Viseur electronique: 
Eclairement nominal: 
Eciairement minimal: 

Definition horizontaie: 
Rapport signal/bruit: 



R^ponse de f r^uence 
audio: 

Temperature ambiante: 
Humidity relative: 
Folds (approx.): 
Dimensions (approx.): 



Adaptateur c.a. 



Poids (approx.): 
Dimensions (approx.): 



Balayage helicoidal a quatre tetes rotatives 

33,35 mm/s 
S-VHSA/HS 

1 60 min. avec cassette NV-T1 60 
Moins de 1 2 min. avec cassette N V-Tl 20 



EIA; 525 Itgnes, 60 trames, signal couleur NTSC 

Luminance; enregistrement FM par azimut 

Signal de couleur: dephasage direct de la sous-porteuse convertie 

Sortie video (PHONO); I.OVc.-a-c. 

Borne de sortie S-VIDEO; 1 ,0 V c.-a-c, 



sous 75 ohms asym6trique 
sous 75 ohms asymetrique 



sous 4.7 kllohms ou plus asymetrique 
sous 47 kilohms charge 



Micro (M3); -70dB, 
Sortie audio (PHONO); -8 dS. 

1 piste (normal-mono seulement), 2 canaux (son Hi-Fi st6rte) 
A transfer! de charge (CCD) 0,8 cm ( Va po) 

A focale variable, 12:1 , Vitesse variable, avec mise au point automatique num6rique par intelligence 

artificielle 

Longueur de focale; 5,6^67 mm 

F1.6 

Reglage automatique et manuel du draphragme 
Diametre des filtres; 49 mm 
1.8 cm (0.7 po) 
1400 lux 
3 lux 

1 lux (mode de rehaut de gain numdrique) 
S-VHS, plus de 400 lignes (sortie S-Video) 
VHS; plus de 250 lignes 
Vid§o: plusde45dB(VHS) 
Audio (piste Hi-Fi); p)usde47dB 
(piste normale); plusde41dB 

Piste Hi-Fi; 50-20.000 Hz 
Piste normale; 80-8.000 Hz 
0°Ca40''C (32°Fai04*'F) 

10% a 80% 

6,16 lb (2,8 kg) (sans le bloc-batterie) 
13,0 cmx24,5 cmx47,6 cm 
(5V6 poxgi Vi6 pox 18^4 po) 

Mesures de s6curit6 



Alimentation: 


1 00 d 240 V c.a.. 50 a 60 Hz (rgglage automatique de la tension) 


Consommation: 


44 W 


Tension de sortie: 


12 V c.c, 1 ,8 A (camescope VHS) 




12V C.C.. 1 ,5 A (Reciiarge du bloc-batterle) 



1,36 lb (0,62 kg) 

8,0 cmx5,4 cmxl9,6 cm 

(3^16 pox2yi6 pox7% po) 



Les poids et les dimensions sont approximatifs. 
Sujet d changement sans prdavis. 
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Optional Accessories 
Accessoires vendus separement 



1..AG-BP20P 


2. VW-ACM10P 


3. VW-RM1E 


4. VW-CG5P 
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1. Battery Pack 

2. Car Battery Cord 

3. Pause Remote Control 

4. Character Generator 



FRANQAIS 



1. Bloc-batterie 

2. Fil pour batterie de voiture 

3. T61ecommande de pause 

4. Generateur de caracteres 



Note: 

Before using the Character Generator (optional), make sure that a 
backup battery is inserted in it. 



Remarque: 

Avant d'utiliser le generateur de caracteres (en option), verifier que 
sa 0e de secours est bien installee. 
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Primed in Japan 
Imprime au Japon 
VQT6037 



Panasonic 



S-VHS Movie 
Camescope S-VHS 

AG-456UP 

operating Instructions 
Manuel d'utilisation 




Before attempting to connect, operate or adjust this product, please read these instructions completely. 
II est recommande de lire attentivement ce manuel avant d'utiliser Tappareii. 



VQT6037 
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Please read these Operating Instructions carefully — e^>ecialty the 
Precautions on page 58 and thereafter— before using the Movie 
Camera for the first time. Keep these Operating Instructions handy 
for later reference, rn case you want to look up something in the 

future. 

Cautions: 

Injury or material damage resulting from any kind of use that is not 
in accordance with the operating procedures explained in the 
Operating Instructions is the sole respon»bility of the user. 
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ATTENTION: 

The product that you have purchased is powered by a 
rechargeable battery. The battery is recyclable. At the end of its 
useful life, under various state and local laws, it may be illegal to 
dispose of ttiis battery into the municipal waste stream. Check with 
your local solid waste officials for details in your area for recycling 
options or proper disposal. 



Information for Your Safety 



A ^AlglON A 

B^^^ffiBiliBiH ^^^^^ 



CAUTION; TO REDUCE THE RISK OF ELECTRIC 
SHOCK, DO NOT REMOVE COVER (OR 
BACK). NO USER-SERVICEABLE PARTS 
INSIDE. REFER SERVICING TO QUALIFIED 
SERVICE PERSONNEL. 



A 
A 



This symbol warns the user that uninsulated 
voltage within the unit may have sufficient 
magnitude to cause electric shock. Therefore, it 
is dangerous to make any kind of contact with 
any inside part of this unit. 

This symldol alerts the user that important 
literature concerning the operation and 
maintenance of this unit has been included. 
Therefore, it should be read carefully in order to 
avoid any problems. 



WARNING: 

TO REDUCE THE RISK OF FIRE OR SHOCK 
HAZARD, DO NOT EXPOSE THIS EQUIPMENT TO 
RAIN OR MOISTURE. 



FCC NOTE: (U.S. Only) 

This device complies with Part 1 5 of the FCC Rules. 
To assure continued compliance follow the attached 
installation instructions and do not make any unauthorized 
modifications. 

This equipment has been tested and found lo comply with 
the limits for a Class B digital device, pursuant to Part 1 5 of 
the FCC Rules. These limits are designed to provide 
reasonable protection against harmful interference in a 
residential installation. This equipment generates, uses, and 
can radiate radio frequency energy and. if not installed and 
used in accordance with the instructions, may cause 
harmful interference to radio communications. However, 
there is not guarantee that interference will not occur in a 
particular installation. If this equipment does cause harmful 
interference to radio or television reception, which can be 
determined by turning the equipment off and on. the user is 
encouraged to try to correct the interference tjy one or more 
of the following measures: 
•Reorient or relocate the receiving antenna. 
•Increase the separation t>etween the equipment and 
receiver. 

•Connect the equipment into an outlet on a circuit different 
from that to which the receiver is connected. 

•Consult the dealer or an experienced radio/TV technician 
for help. 



Video cassettes recorded in the S-VHS mode can be played back 
on this Movie Camera and on other S-VHS VCRs (Video Cassette 

Recorders). 

However, they cannot be played back on VHS VCRs. 
For more details, see page 1 1 . 
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II est recommande de lire attentivement ce manuel avant d'utiliser 
le camescope pour ia premiere fois. Conserver ce manuel pour 
r^fdrence future. 

Anention: 

L'utilisateur est entierement responsable des blessures ou 
dommages qui pourraient survenir a la suite de manipulations non 
conformes aux directives du manuel d'utllisation 



Mesures de security 




ATTENTION: AFIN DE PREVENIR LE RISQUE DE 

CHOCS ^LECTRIQUES. NE PAS RETIRER 
LES VIS. TOUTE REPARATION DEVRAIT 
ETRE CONFIEE A UN PERSONNEL 
OUALIFIE. 



A 
A 



Le symbole de reclair dans un triangle 
equilateral indique la presence d'une tension 
suffisamment 6lev6e pour engendrer un risque 
de chocs ^lectriques. 



Le point d'exclamation dans un triangle 
^uilatdral indique que le manuel d'utllisation 
inclus avec I'apparell contient d'Importantes 
recommandations quant au fonctionnement et < 
I'entretlen de ce dernier. 



MISE EN GARDE: 

AFIN DE PREVENIR TOUT RISQUE D'INCENDIE 
OU DE CHOCS ELECTRIQUES, EVITER 
D'EXPOSER CET APPAREIL A LA PLUIE OU A 
UNE HUMIDITE EXCESSIVE. 



MISE EN GARDE: 

•L'interference radioelectrique g^ner^e par cet 
appareil numerique de type B ne d^passe pas les 
llmltes ^noncdes dans le R§glement sur les 

perturbations radioelectriques, section appareil 
numerique, du ministere des Communicalions. 



Les cassettes video enregistrees en S-VHS peuvent dtre lues sur 
ce camescope ainsi que sur tout autre magn6toscope S-VHS. 
Mais elles ne peuvent pas etre lues sur un magn^toscope VHS. 
Pour plus de details se reporter a la page 1 1 . 
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Checklist for the Standard Accessories 
Liste des accessoires standard 



1. AG-B6HPor/ou 
AG-B6'K 


2. VJA0573 


3. AG-BP20P 


4. VFC1309 


5. \^^^^^^^ 


6. VJA0658 


7. VJA0180 


8. VFC1304 




9. VJA0819 
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1. AC Adaptor 

For supplying power to the Movie Camera or for charging the 

Battery Pack 

2. DC Input Cable 

For connection to the AC Adaptor 

3. Battery Pack 

For supplying power to the Movie Camera 

4. Shoulder Strap 

5. AudloA^ideo Cable 

For connection lo another VCR or Video Monitor 

6. S-Video Cable 

For connection to another VCR or Video Monitor 

7. Battery Pack Charging Connection Cable 

To recharge the Battery Pack, connect it to the AC Adaptor with 

this conneciton cable. 

8. System Case 

9. Headphone Connection Cable 

Connect it to the Audio Output Jacks to use stereo 
headphones. 



CAUTION: TO REDUCE the risk OF fire OR 
SHOCK HAZARD AND ANNOYING 
INTERFERENCE, USE ONLY THE 
RECOMMENDED ACCESSORIES. 



Information for your safety 



1. Adaptateur c.a. 

Permet d'alimenter le camesoope ou de charger le bloc- 
batterie 

2. Fil d'alimentation c.c. 

Permet le raccordement d I'adaptateur c.a. 

3. BloC'batterle 

Permet d'alimenter le camescope 

4. Bandoulldre 

5. Cable audio/video 

Permet le raccordement a un moniteur video ou k un 
magn6toscope 

6. CdbleS-Vld^o 

Permet le raccordement h un moniteur vid§o ou d un 

magn^loscope 

7. Fil de raccordement du bloc-batterie 

Raccordercet fil k I'adaptateur secteur pour recharger le bloc- 

batlerie. 

8. Etui de transport 

9. Fil de raccordement du casque d'^coute 

Le raccorder aux prises de sortie audio pour utiliser le casque 
d'6coute st6r6o. 



ATTENTION : ahn de prevenir tout risque 

D'INCENDIE. DE CHOCS 
ELECTRIQUESOU 
D'INTERFERENCES, N'UTILISER 
QUE LES ACCESSOIRES 
RECOMMANDES. 



Mesures de securite 
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Controls and Functions 

1 Stereo Microphone 

2 White Balance Sensor Window 

3 Tally Lamp 

It is lit during recording to inform the people in front of tfie 
Movie Camera that the unit is recording. 

4 Accessory Shoe 

Some optional accessories (External Microphone, etc.) can 
be attached to this Accessory Shoe. 

5 Operation Switch [POWER] 

For turning the Movie Camera on and off. 

6 S-VHS System Selector Switch [S-VHS ON/AUTO/OFF] 

The selected recording system can be selected by sliding the 
(S-VHS ON/AUTO/OFF] Switch to the corresponding position. 

7 CAMERA/VCR Selector Cover {CAMERA/VCR] 

8 Built-in Speal(er 

9 Zoom Buttons 

Press these buttons to gradually zoom in and out. 

10 Lens Cap 

11 Lens Hood 

12 Focus Ring 

After selecting the manual focusing mode with the [FOCUS] 
Button, adjust the focus to the desired subject by turning this 
ring. 

1 3 IManuai Zoom L^ver 

Turn this lever to manually zoom In or out. 

14 Viewfinder 

The subject in front of the camera can be seen on the 
viewfinder screen. 

15 Eyepiece Corrector 

Adjust the Eyepiece Corrector to your eyesight so that the 
picture and indications in the Viewfinder become as clear and 
sharp as possible. 

16 Eyecup 



Commandes et fonctlons 

1 IVIicro st^rdo 

2 Senseur de i'^quillbre du blanc 

3 T^moln d'enregistrement 

Ce temoin s'^claire pendant I'enregistfement afin d'informer 
les sujets qu'une prise de vues est en cours. 

4 Connecteur pour accessol res 

Quelques accessoires en option (le micro externe, etc.) 
peuvent dtre raccordes d ce connecteur. 

5 Interrupteur [POWER] 

Permet d'^tablir ou de couper le contact sur I'appareil. 

6 $6lecteur du syst^me S-VHS [S-VHS ON/AUTO/OFF] 

S6lectionner le systeme d'enregistrement d6sir§ en faisant 
glisser ce s6lecteur [S-VHS ON/AUTO/OFF] sur la position 
d6sir6e. 

7 RalMrt du s6lecteur "cam^ra/magn^oscope" 
[CAIMERA/VCR] 

8 Haut-parleur Incorpord 

9 Touches d focaie variable 

Appuyer sur ces touches pour obtenir un zoom avant ou un 
zoom arridre. 

10 Capuchon de I'objectlf 

1 1 Pare-soieil de I'objectlf 

1 2 Bague de mise au point 

Sdlectionner le mode manuel de mise au point d I'aide de la 
touche mise au point, puis r6gler la mise au point en tournant 
cette bague. 

13 Levlerde zoom manuel 

Tourner ce tevier pour obtenir un zoom avant ou un zoom 

arriere. 

14 Viseur ^lectronlque 

Le sujet placd devant le camescope apparait sur I'dcran du 

viseur. 

1 5 Correcteur de i'oculaire 

R§gler le correcteur de I'oculaire seion la vue de fagon que les 
images et indications dans le viseur soient nettes et precises. 

16 Ocuraire 
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Controls and Functions (cont'd) 

1 7 Shoulder Strap Holders 

18 Tape Eject Button [TAPE EJECT] 

To insert or take out a video cassette, press this button. 

1 9 Battery Pack Eject Lever (BATT.EJECT] 

Slide this lever to remove the Battery Pack. 

20 Cassette Compartment 

Insert a video cassette into this compartment. 

21 Start/Stop Button 

Press this button to start and stop Recording (or to reset the 
time code, with cassette tape ejected). 

22 Grip Belt 

23 Remote Control Jack [REMOTE] 

24 Edit Jack [EDIT] 

25 S-Video Output Jack [S-VIDEO OUT] 

26 Speaker On/Off Switch [SPEAKER ON/OFF] 

27 Audio Selector Switch [Hi-Fi/MIX/NORMAL] 

28 Video Output Jack [VIDEO OUT] 

29 RF and DC Output Jack [RF DC OUT] 

30 Audio Output Jack [AUDIO OUT] 

31 DC Input Jack [DC IN 12 V] 
Connect the DC Input Cable to this jack. 

32 Tripod Receptacle 

When using a tripod for stable recording, attach the screw of 
the tripod to this receptacle. 

33 Character Generator Jack [CHAR. GEN] 

Connect a Character Generator (optional) to this jack. 



Commandes et fonctions (suite) 

1 7 Agrafe metallique pour courroie 

1 8 Touche d'6jectlon de la cassette [TAPE EJECT] 
Appuyer sur cette touche pour inserer ou retirer une cassette 

video. 

1 9 Levier d'^jection du bloc-tiatterle [BATT.EJECT] 

Giisser ce selecteur pour retirer le bloc-batterie. 

20 Compartiment de la cassette 

Insurer la cassette vid6o dans ce compartiment. 

21 Touche de mise en marche/arret 

Appuyer sur cetle touche pour commencer ou terminer une 
prise de vues (ou pour remettre le code temporel k z§ro 
quand la cassette vid^ est dject^e). 

22 Poignee 

23 Prise de t^lecommande [REMOTE] 

24 Prise de montage [EDIT] 

25 Prise de sortie S-Vidto [S-VIDEO OUT] 

26 Interrupteur du haut-parleur [SPEAKER ON/OFF] 

27 Selecteur de mode audio [Hi-Fi/MIX/NORMAL] 

28 Prise de sortie video [VIDEO OUT] 

29 Prise de sortie c.c.RF[RFOC OUT] 

30 Prise de sortie audio [AUDIO OUT] 

31 Prise d'entrte c.c. [DC IN 1 2 V] 

Raccorder le fil d'alimentation c.c. a cette prise. 

32 Orifice pour trepied 

Lorsqu'un trepied est utitts^ atin d'obtenir des prises de vue 
stables, fixer la vis du trepied dans cet orifice. 

33 Prise du generateur de caracteres [CHAR.GEN] 
Raccorder a cette prise le g^n^rateur de caracteres (vendu 
s^pardment). 
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Controls and Functions (cont'd) 

34 Microphone Mode Selector Switch 
[MIC.SELECT WIDETTELE/ZOOM] 

35 External Microphone Jack [MIC] 

36 Low Light Button [LOW LIGHT] 

For recording evening scenes and other scenes in low light 

conditions. 

37 Focus Button [FOCUS] 

Press this button to select manual focus adjustment during 

Recording. 

38 White Balance Button [W.B] 

Press this button to select manual white balance adjustment. 

39 Iris Close Open/Shutter -/+ Button 

The F Number and the shutter speed can be adjusted 
manually by pressing these buttons. 

40 Selector Switch for the Iris/Shutter Speed Adjustment 
Function [IRIS/SHUTTER] 

The Iris Adjustment Function and the High-Speed Shutter 
Adjustment Function can be selected with this switch. 

41 Mode Selector Switch [AUTO/MAN UAL/PORTR AIT] 

Use this selector switch to select the automatic, manual or 
portrait shooting mode. 

42 Still/Stroben'racer Button [SXILL/STROBEJ/rrRACER] 

Depending on the setting of the (DIGITAL MODE SELECT] 
Switch, this button can be pressed for recording still pictures 
and pictures with strobe effect or with an intentional after- 
image effect. 

43 Digital Zoom/Gain Up Button {DIGITAL ZOOM]/[GAIN UP] 

Depending on the setting of the [DIGITAL MODE SELECT) 
Switch, this button can be pressed to increase the power of 
the power zoom function or to increase the sensitivity when 
recording in the dark. 

44 Digital Mode Selector Switch [DIGITAL MODE SELECTl 

Use this switch to select the desired Digital Function during 
Recording. 



Commandos et fonctions (suite) 

34 Selecteur du mode d'enregistrement du son 
[MIC.SELECT WIDEH-ELE/ZOOM] 

35 Prise de micro externe [MIC] 

36 louche de fonction fatble lumlnostt^ [LOW LIGHT] 

Pour la prise de vues le sotr ou lorsque la luminosity est faible. 

37 Touche de mise au point [FOCUS] 

Appuyer sur cette touche pendant la prise de vues pour 
sdlectionner ie mode manuel de mise au point. 

38 Touche d'6quilibre du blanc [W.B] 

>^puyer sur cette touche pour selectionner le mode manuel 
de rdglage de I'^utlibre du blanc. 

39 Touche + ou - du diaphragme/de I'obturateur 
Appuyer surces touches pour le reglage manuel de 
I'ouverture F et de la vitesse d'obturation. 



40 



41 



Selecteur de la fonction reglage du diaphragme/de la 
Vitesse d'obturation [IRIS/SHUTTER] 

Selectionner la fonction de reglage de I'ouverture du 
diaphragme ou de reglage de la vitesse d'obturation avec ce 
selecteur. 



S6lecteur de mode [AUTO/MANUAL/PORTRAIT] 
UUItser ce selecteur pour choisir le mode prise de vues 
automatique, manuel ou portrait. 

42 Touche arret sur image/effet stroboscoplque/Touche 
traceur [STILL/STROBEl/fTRACER] 

Selon la position de rdglage du selecteur [DIGITAL MODE 
SELECT], on peut appuyer sur cette touche pour enregistrer 
des images fixes et des images avec effet stroboscopique ou 
avec un effet intentionnel de persislance de I'image. 

43 Touche de focale num6rlque/Touche de rehaut de gain 
[DIGITAL ZOOM]/[GAIN UP] 

Selon la position de reglage du selecteur [DIGITAL MODE 
SELECT], on peut appuyer sur cette touche pour augmenter 
la puissance du zoom assist^ ou pour augmenter ia sensibtlite 
lors d une prise de vues dans I'obscurite. 

44 Selecteur de mode numerique [DIGITAL MODE SELECT] 

Utiliser ce selecteur pour choisir la fonction de prise de vues 
numerique desiree. 
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Controls and Functions (cont'd) 



45 Digital Start Button [START] 

Press this txjtton to start ttie Digital Wipe Function or the 
Digital Mix Function. 

46 Digital Wipe Button [WIPE] 

Press this button for a horizontal wipe transition from a 
moving picture to a still picture from the memory, or 

vice-versa. 

47 Digital Mix Button [MIX] 

Press this button to gradually fade over from the moving 
picture to a still picture from the memory, or vice-versa, or to 
combine the two pictures. 

48 Camera Search Button [ gi /- CAMERA SEARCH +] 
Keep these buttons pressed to play back recorded scenes at 
high speed In reverse direction or at nonnal speed in forward 
direction. 

To check the last few seconds of the last recorded scene, 
press the [- CAMERA SEARCH] Button briefly. 

49 Fade Button [FADE] 

Press this button to fade out a scene and to fade in the 
following scene for a soft scene-to-scene transition. 

50 On-Screen Display Button [OSD] 

Press this button to make the indications in the Viewfinder 

disappear. 

51 Date/Time Button [DATE/TIME] 

Press this button to make the lime and/or date appear in the 
Viewfinder and superimpose them onto the picture while 
Recording. 

52 Interval Button [TIMER/INTERVAL REC] 

Press this button to activate the Self-Timer or Interval 
Recording Function. 



Commandos et fonctions (suite) 

45 Touche de mise en marche num^rique [START] 
Appuyer sur cette touche pour activer la fonction de balayage 
numerique ou la fonction de m6lange num6rique. 

46 Touche de balayage numerique [WIPE] 

Appuyer sur cette touche pour obtenir une transition de 
balayage horizontal, d une image en mouvement a une image 
fixe tirde de la mdmoire, ou vice versa. 

47 Touche de melange numerique [MIX] 

Appuyer sur cette touche pour obtenir un fondu d une image 
en mouvement i une image fixe tir^e de la m6moire, ou vice 

versa, ou encore pour combiner les deux images. 

48 Touche de reperage [ © /- CAMERA SEARCH +] 

Maintenir une pression sur ces touches pour eflectuer la 
lecture d'images a vitesse accel^r^e vers I'arriere ou k vitesse 
normale vers I'avant. 

Pour visionner les demieres secondes de la demiere prise de 
vues, appuyer brievement sur la touche reperage - 
[- CAMERA SEARCH]. 

49 Touche de fondu [FADE] 

Appuyer sur cette touche pour obtenir un fondu ferm6 ou un 

fondu ouvert d'une scene a une autre. 

50 Touche d'aff Ichage ^ I'teran [OSD] 

Appuyer sur cette touche pourfaire disparaltre les Indications 
affichees dans le viseur. 

51 Touche date/heure [DATEH'IME] 

Appuyer sur cette touche pour faire afficher I'indication de la 
date ou de I'heure dans le viseur, et enreglstrerces 
indications en surimpression sur I'image pendant une prise de 

vues. 

52 Touche d'enregistrement dlff^r^/d intervalle 
[TIMER/INTERVAL REC] 

Appuyer sur cette touche pour activer les fonctions 
d'enregistrement diffdr6 ou k Intervalle. 
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Controls and Functions (cont'd) 

53 Reset Button [RESET] 

Press this button to reset the tape counter to "0000". 

54 Memory Button (MEMORY/DISPLAY] 

Press this button to activate the Tape Counter Memory 

Function. 

55 Tracl(ing/Oate/Time Shift Button 
[DATEHIIME SHIFT* TRACKING] 

1 ) Press it to advance to the next item during the setting of 
the lime and date. 

2) Press it when you want to adjust the tracking manually. 

56 Tracking/Oate/Tlme Set Button 
[DATE/TIME SET • TRACKING) 

1 ) Press it to change the figures during the setting of the time 
and date. 

2) Press it when you want to adjust the tracking manually. 

57 Pause Button [PAUSE] 

Press this txitton during playback to watch a still pk:ture. 

58 Rewind/Review Button [REW/®] 

Press this button to rewind the tape. 

59 Audio Dubbing Button [A.DUB] 

Press this button to add new sound on a recorded tape with 

the Audio Dubbing Function. 

60 Stop Button [STOP] 

Press this button to stop playback. 

61 Play Button [PLAY] 

Press this button to start playback. 

62 Still Advance Button [STILL ADV] 

After pressing the Pause Button, press this button to advance 
the still picture frame by frame. 

63 Fast FonwardyC ue Button DHV 

Press this button to wind the tape forward. 

64 Insert Button [INSERT] 

Press this button to insert new scenes on a previously 
recorded cassette tape. 
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Commandos et fonctions (suite) 

53 Touche de remise h z6ro [RESET] 

Appuyer sur cette touche pour ramener le compte-tours k 

"0000". 

54 Touche m^molre [MEMORY/DISPLAY] 

Appuyer sur cette touche pour activer la fonction de mdmoire 

du compte-tours. 

55 Touche de r^giage du pistage/decalage de la date/heure 
[DATE/TIME SHIFT 'TRACKINGl 

1 ) Appuyer sur cette touche pour passer a la rubrique 
suivante durant le rdglage de la date ou de I'heure. 

2) Appuyer sur cette touche pour rdgler manuellement le 
pistage. 

56 Touche de r^glage du pistage/r^glage de la date/heure 
[DATE^-IME SET. TRACKING] 

1 ) Appuyer sur cette touche pour changer les chiffres 
aftich^s durant le r^lage de la date ou de I'heure. 

2) Appuyer sur cette touche pour regler manuellement le 
pistage. 

57 Touche pause [PAUSE] 

Appuyer sur cette touche pendant la lecture pour obtenir un 

arret sur image. 

58 Touche rebobinage/revision [REW^Sg 
Appuyer sur cette touche pour rebobiner le ruban. 

59 Touche dedoublage audio [A.DUB] 

Appuyer sur cette touche pour ajouter une nouvelie trame 
sonore sur un ruban d6\k enregistrS d i'aide de la fonction de 

doublage audio. 

60 Touche d'arret [STOP] 

Appuyer sur cette touche pour arrgter la lecture. 

61 Touche de lecture [PLAY] 

Appuyer sur cette touche pour commencer la lecture. 

62 Touche avance image par image [STILL ADV] 

En mode arret sur image (pause), appuyer sur cette touche 
pour faire avancer I'image trame par trame. 

63 Touche avance acc6l6rte/rep6rage [Q^FF] 
Appuyer sur cette touche pour faire defiter le ruban 
rapidement vers I'avant. 

64 Touche d'insertion [INSERT] 

Appuyer sur cette touche pour inserer de nouvelles scenes 
sur un ruban deja enregistr^. 
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S-VHS Format 

m About the S-VHS Format 

The S-VHS video format is the new video system that (ulfids the 
exceedingly high demands and expectations of today's video- 
Information age. It's development Is based on the VHS video 
format established throughout the world for home use, and It 
employs a wealth of latest technology to provide higher resolution 
and picture quality. The high-performance S-VHS video cassette 
tapes enable the S-VHS format in making improvements to overall 
picture quality and clarity. 

This S-VHS Movie Camera allows high picture quality recording 
and playback by using the video cassettes bearing the S-VHS 
logo, but also conventional VHS recording and playback on the 
video cassettes bearing the VHS logo. 

Compatibility of VCRs and Tapes 

■ When recording 

When using an S-VHS video cassette for recording, the recording 
format (S-VHS or VHS) can be selected as follows with the 
(S-VHS ON/AUTO/OFFJ Switch. 



No indication 



S-VHS format 
VHS format 



•The "0" Indication is displayed in the Viewfinder. 
■ When Playing Back 

•Tapes recorded in the S-VHS format can be played back on this 
Movie Camera or on S-VHS VCRs. 

(However, they cannot be played back on VHS VCRs, except on 

those VHS VCRs bearing the "SQPB" logo.) 
•Tapes recorded in the VHS format can be played back on VHS 
VCRs as well as on this Movie Camera and on other S-VHS 
VCRs. 

•The video formal in which the video cassette was recorded is 
automatically detected and selected for playback. 

• If the setting of the [S-VHS ON/ AUTO/OFF] Switch is changed 
during recording, some picture distortion will occur at that tape 
position during playback. 



Le format S-VHS 

■ Qu'est-ce que le format S-VHS? 

Le format vid^ S-VHS est un nouveau systeme video developpe 
pour rehausser la quality de la vid^o au niveau demand^ 
aujourd'hui, a I'epoque de Tinformation video. Ce systeme a 6t§ 

developp6 k partir du format video VHS utilise dans le monde 
entier pour les equipements vid6o personnels. De plus, il emploie 
les toutes derniferes techniques h la pointe du progres dans ce 
domaine pour offrir une definition et une qualite d'image 
sup6rieures. La cassette vid6o S-VHS de haut rendement pennet 
au format S-VHS de r^votutionner la qualite et la nettete de 
I'image. 

Tenregistremenl et k la lecture avec les cassettes >riddo portant 
I'indication S-VHS. Elle permet aussi I'enregistrement et la lecture 
avec les cassettes viddo de format VHS conventionnel portant 
I'indication VHS. 

Compatibilite cfes magnetoscopes 
et des cassettes 

■ Enregistrement 

Si une cassette video S-VHS est utilisee pour I'enregistrement, te 
format d "enregistrement (S-VHS ou VHS) peut etre selectionne a 
I'aide du selecteur du systeme S-VHS (S-VHS ON/AUTO/OFF]. 



"0" 

Aucune indication 



Format S-VHS 
Format VHS 



• L'indication "H" apparait dans le viseur electronique. 
■ Lecture 

•Les bandes enregistr^es en format S-VHS peuvent Stre lues sur 

ce camescope ou sur tout magndtoscope S-VHS. 

(Mais elles ne peuvent pas §tre lues sur un magn^toscope VHS.) 
•Les bandes enregistrees en format VHS peuvent etre lues sur un 

magnetoscope VHS. mais egalement sur ce camescope et sur 

tout magnetoscope S-VHS. 

• Le format vid^o dans lequel la cassette a §te enregistree sera 
automatiquement detect^ et s6lectionne pour la lecture. 

•Si le reglage du selecteur est modilf6 (S-VHS ON/AUTO/OFF] 
pendant la prise de vues, quelques images risquent de presenter 
une distorsion a cet endroit lors de la lecture. 
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Using the Battery Pack 



1 



Charge the Battery Pack 

Connect the Battery Pack and the AC Adaptor to the 
Battery Pack Charging Connector Cable. 

2 Connect the Power Cable of the AC Adaptor to the AC 
Outlet(120VAC60Hz). 



O Turn the AC Adaptor on. 

Notes: 

• When the AC Adaptor is connected to the Movie Camera and the 
Movie Camera is turned off, it is possible to charge two Battery 
Packs simultaneously — one connected to the AC Adaptor and 
the other inserted into the Movie Camera. However, charging 
them at the same time takes twice as long as charging them 
separately. 

•Charge the Battery Pack within a temperature range of 
1ff'C-3yC(5CrF-95T). 

Charging Indication Lantp: 

When charging is started, the red lamp lights up. When about 
45 minutes of charging time remain, the lamp will change to green. 
The Charging Indicator will go out about 1 00 minutes after 
charging starts. However, the Battery Pack should be charged at 
least 3 hours for extended use. 

Operation Time: 

With a fully charged Battery Pack (AG-BP20P), the Movie Camera 
can be used (in record mode only) continuously for approx. 
1 10 minutes at 25°C (77*'F). However, depending on how often the 
various functions listed below are used, and depending on the 
recording conditions, the actual operation time may be 
considerably shorter. 

• Recording start/stop 
•Auto focus 
•Zoom function 

•Playback, fast forward, rewind, and other operations 
•Digital functions 

• Use of the Movie Camera in low temperature 
Therefore, it is recommended to take along a charged spare 
Battery Pack. 



Utilisation du bloc-batterie 

■ Recharge du bloc-batterie 



1 



Raccorder le bloc-batterie & I'adaptateur secteur en 
utiiisant le fii de raccordement du bloc-batterie. 



2 Brancher le f il d'alimentatlon de Tadaptateur secteur 
dans une prise secteur (120 V c.a. 60 Hz). 

3 ^tablir le contact sur I'adaptateur secteur. 
Remarques: 

•Lorsque I'adaptateur secteur est raccord^ au camescope et que 
celui-ci est hors contact, il est possible de recharger 
simultan6ment deux blocs-batteries, I'un raccorde a I'adaptateur 
secteur, et I'autre install^ dans le camescope. Toutefois la duree 
de recharge est environ le double de celle d'un seul bloc-batterie. 

• Recharger le bloc-batterie a une temperature se situant entre 
10'Cet35X(50'F et9S'F). 

Temoin de recharge: 

Lorsque la recharge debute, le l6moin rouge s'eclaire. Erwiron 
45 minutes avant la fin de la recharge, le (emotn vert s'6claire. Le 
l6moin de recharge s'6teint environ 100 minutes apres le debut de 
la recharge. Toutefois, pour assurer un usage prolong^ du bkx;- 
batterie, le recharger pendant au moins trois heures. 

Durde de fonctlonnement; 

Ce camescope peut etre utilise de fagon continue {enregistrement 
seulement) pendant environ 1 1 0 minutes a 25°C (77°F), avec un 
bloc-batterie completement recharge (AG-BP20P). Toutefois, 
salon la frequence d'utilisation des diff^rentes fonctions 
dnumdrdes d-dessous, et selon las conditions dans tesquelles se 
ddroule la prise de vues, la durde da fonctlonnement peut dtre 
considdrablement dcourtde. 
•Mise en marche/arrgt de la prise de vues 
•Mise au point automatique 

• Variation de la focale variable (zoom) 

•Lecture, avance acc^leree, rebobinage et autres manipulations 
•Fonctions numeriques 

•Utilisation du camescope k des basses temperatures 

Ainsi, dans ces conditions, II est recommandd de toujours avc^r k 

portee de la main un second bloc-batterie compietement recharge. 
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Using the Battery Pack (cont'd) 

■ How to Insert the Battery Pack 

1 Insert the Battery Pack until it locks with a click. 
Note: 

Insert the Battery Pack with its (+) side facing the rear of the Movie 
Camera. 

■ How to Remove the Battery Pack 

1 Turn the Movie Camera off. 

2 Slide the [BATT.EJECT] Lever. 



J Pull out the Battery Pack. 

Caution: 

If the Battery Pack is removed during recording or playback, the 
tape remains wound around the video head cylinder and could 
become damaged. 

This is also the case during the loading and unloading of the tape. 



Utilisation du bloc-batterie (suite) 

■ Installation du bloc-batterie 

1 Insurer le bloc-batterie dans son compartiment Jusqu'6 
ce qu'll s'enclenche. 

Remarque: 

Insurer le bk)c-batterie avec le odt6 positif (+) dirig^ vers I'arriere 
du camescope. 

■ Retrait du bloc-batterie 

1 Couperle contact surlecainescope. 

2 Faire gllsser le levier {BATT.EJECT]. 



^ Enlever le bioc<battei1e de son compartiment. 

Attention: 

Si le bloc-batterie est enlev6 de I'appareil pendant i'enregistrement 

ou la lecture, le ruban demeure enroul6 autour du cylindre des 

tetes vid^o et peut 6tre endommagd. 

Cad est ^alement le cas lors du chargement et du retrait de la 

cassette. 
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Using the AC Adaptor or the Car 
Battery Cord (optional) 

■ How to Use the AC Adaptor 



Connect the DC Input Cable to the DC Input Jack on the 
Movie Camera. 



Connect the other end of the cord to the DC Output Jack 
on the AC Adaptor. 



O Connect the Power Cable of the AC Adaptor to the AC 
Outlet. 

Note: 

When the Movie Camera is turned off, \he charging of the Battery 
Pack inserted into the Movie Camera starts. 

■ How to Use the Car Battery Cord (optional) 



start the engine and then plug the Car Battery Cord Into 
the Cigarette Lighter Jack. 



Conned the other end of the cord to the DC Input Jack on 
the Movie Camera. 



Notes: 

•The Car Battery Cord can only be used with 12 V DC negative- 
grounded vehides. 

•Do not start the car engine while the Movie Camera is powered by 
the car battery. 



Utilisation de i'adaptateur secteur 
ou du fil pour batterie de voiture 

(vendu s6par6ment) 

■ Utilisation de I'adaptateur secteur 



Brancher le fll d'alimentatlon c.c. i la prise d'entrte c.c. 
du camescope. 



Brancher I'autre extr^mite du fil d'alimentatlon c.c. A la 
prise de sortie c.c. de I'adaptateur. 



O Brancher le fll secteur de i'adaptateur dans une prise de 
courant. 

Remarque: 

Au moment oil le contact est ooupd sur le camescope, la recharge 
du bloc-batterie ins6r6 dans le camescope ddbute. 

■ Utilisation du fil pour batterie de voiture 
(vendu separement) 



Faire demarrer le moteur de la voiture et brancher le fil 
pour batterie de voiture dans la doullle de I'allume- 
cigares. 



2 Brancher I'autre extr6mlt6 du fll dans la prise d'entrte 
CO. du camescope. 

Remarques: 

•Le fil pour batterie de voiture ns doit etre utilise qu'avec un 
vehicule muni d'un systeme de 1 2 V c.c, le negalif a la masse. 

•Ne jamais faire demarrer le moteur de la voiture pendant que le 
camescope est aliments par la batterie de la voiture. 
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Setting the Clock 



■ How to Set the Date and Time 

At the time of purchase, the clock does not show the correct time 
and must first be adjusted. 



Reglage de Vhorloge 

■ Reglage de la date et de Theure 

Au moment de I'achat, I'hcrloge n'indique pas i'heure praise et 
doit etre reglee d'abord. 



1 Turn the Movie Camera on. 



1 Etablir le contact sur le camescope. 



Press the [DATE/TIME] Button. 



Keep the [SHIFT] Button pressed for more 
than about 2 seconds. 

•The year portion 0 of the Date/Time Indication starts to 
flash. 

•The flashing portion of the Date/Time Indication can be 
changed with the (SHIFT] Button in the following order: 



Year-» Month-* Oay-» Hour— Minute- 



Press the [SET] Button to change the figures 

Year: 1990-*1991-» --2089->1990-» 

Month: JAN-*FEB— --DEC-^JAN— 

Day: 1^2-* _31-_1^ 

Hour: AM 12— AMI— — PMll— AM12— 

Minutes: 00-»01— _59_00— 



•Repeat procedures 3 and 4 until all items have been set correctly. 
•Once the date and time are set and press the [SHIFT) Button in 

response to an accurate lime source so that the clock begins to 

run. 



Appuyer sur ia touche [DATE/TIME]. 

Maintenir une pression sur la touche [SHiFT] 
pendant plus de 2 secondes. 

• La portion de I'annee O I'indlcation date/heure clignote 

dans le viseur. 
•Chaque pression sur !a touche de decalage [SHIFT] fait 
avancer la partie clignotante de I'affichage selon la 
s^uence suivante: 



Annde— Mois-» Date— Heure— Minutes- 



13 



Appuyer sur la touche [SET] pour changer les 
ch iff res. 

Annde: 1990-»ig91— —2089—1990— 

Mois; JAN- FEB- — DEC-JAN-* 

Jour: 1—2— — 3i_i^ 

Heure: AM12-^AM1— — PM11 — AM12— 

Minutes: 00—01— _59_00-. 



• Repeter les etapes 3 el 4 jusqu'a ce que tous les reglages aient 
ele completes. 

•Une fois I'heure et la date correctement r6gl6e, appuyer sur la 
touche de decalage de maniere ^ faire fonctionner I'horloge selon 
I'heure precise. 
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Setting the Clock (cont'd) 

■ The Built-in lithium battery 

A built-in rechargeable lithium battery maintains the operation of 
the built-in clock when the Movie Camera is turned off. When the 
Movie Camera is in operation, this tottery is recharged 
automattcally. 

However, if the Movie Camera is not used for a very long time, the 
lithium battery can become exhausted. In this case, the Indication 
" ^ " in the Viewfinder flashes and the date and time return to the 
tnitialtndication "JAN. 1 1990". 

■ How to Recharge the Built-in Lithium Battery 

If the Indication in the Viewfinder flashes for approx. 

10 seconds when turning the Movie Camera on, the lithium battery 

needs to be recharged as follows: 



Reglage de rhorloge (suite) 

■ Pileau lithium incorporee 

Ce camescope est dot6 d'une pile rechargeable au lithium 
Incorporee ^ I'appareil qui maintient le fonctionnement de I'horloge 
lorsque le contact est coiip6. Lorsque le camescope 
foncttonne, la pile se recharge automatiquement. 
Toutefols, si le camescope n'est plus utilise pendant une p^riode 
prolongee, la pile pout se d6charger. Le cas echdant, i'lndication 
" ^ " clignote sur I'ecran du viseur, et la date et I'heure affichees 
reviennent d Tindication "JAN. 1 1 990". 

■ Recharge de la pile au lithium incorporee 

Si I'indication " clignote sur I'ecran du viseur pendant environ 
1 0 secondes au moment oii le contact est dtabll, la pile au lithium 
dolt dtre rechargde. Procdder comme suit: 



Connect the Movie Camera to the AC Adaptor 
or insert the Battery Pack Into the Movie 
Camera. 



1 Raccorder le camescope a Tadaptateur 
c.a., ou Inserer simplement le bloc-batterfe 
dans le camescope. 



Leave the Movie Camera connected for 
20 hours. 

The Movie Camera does not need to be turned on. 



Laisser le camescope raccorde £i I'adaptateur 
c.a. pendant au moins 20 heures. 

Le contact n'a pas besoin d'etre etabli sur le camescope. 



■When the lithium battery is fully charged, it can maintain the 
operation of the clock for approx. one year. 



•Lorsque la pile au lithium est completement recharg^e, elle peut 
maintenir le fonctionnement de I'horloge pendant environ un an. 
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surTimage 

Durant une prise de vues, rindication de I'heure et de la date 
affichde sur I'dcran du viseur est aussi enregistrde. 

1 Appuyer sur la touche [DATE/TIME]. 

•Chaque pression sur la touche date/heure permet de 
changer l indication de la date et de I'heure selon la 
sequence suivante: 



PM 3:38 

Aucune indication-* OCT. 20 1995 — ►OCT.20 1995-, 
date et heure date seulement 



•Appuyer sur la touche date/heure pour sdlectionner I'indication 
desiree. 



Reg/age du correcteur de Voculaire 

1 Etablir le contact sur le camescope. 

2 Faire glisser la commande jusqu'a ce que les 
indications dans le viseur apparaissent 
clairement. 

•La commande du correcteur de I'oculaire permet k 
I'utilisateur de regler I'oculaire selon sa vue. 

Remarques: 

•Ne pas appliquer de pression sur le viseur, sauf au moment de le 
soulever ou de I'abaisser. 




Stamp 



During recording, the Date/Time Indication displayed in the 
Viewfinder will also be recorded. 



Press the [DATE/TIME] Button. 

•At each press of the [DATE/TIME] Button, the Date/Time 
Indication in the Viewfinder can be changed in the following 

order: 



PM 3:38 

►No indication —►OCT.20 1995-»OCT.20 1995 — , 
date date 
and time only 



•Press the [DATE/TIME] Button to select the desired indication. 



Adjust'mg the Eyepiece Corrector 

1 Turn the IMovie Camera on. 



2 Slide the control until the indications in the 
Viewfinder can be seen clearly. 
•With the Eyepiece Corrector Control, the Eyepiece can be 
adjusted to your eyesight. 

Notes: 

•Do not aoDlv anv oressure to the Viewfinder ftxnfint when fnlriinn 
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Viewflnder 

■ Setting the Viewfinder to its Shooting Position 

Turn the Viewfinder backward by 90" so that the Eyecup faces 
backward. 

•The angular part of the Viewflnder can be turned upward and 
downward by 90" each. 

•To be able to watch the picture in the Viewflnder without holding 

the Viewfinder close to the eye. swing up the Eyecup. 
•By pulling on the Viewfinder it can be extended further outside to 
a position that is most comfortable for recording. 

■ Returning the Viewflnder to its Original 
Position 

0 Turn It fonvard toward the Lens. 

0 Retract the Viewfinder by pushing it back toward its base. 

Cleaning 

1 Swing up the eyecup. 

2 Remove dust with a blower brush. 

3 Swing down the eyecup. 

•Clean the lens only with a blower brush (used for photo cameras) 
or special lens cleaning tissue (used for glasses and cameras). 

•Wipe the IVIovie Camera with a clean, dry cloth. Never use 
cleaning fluid or other chemicals. 

■ Cautions for Cleaning 

Do not use benzine, thinner or other chemicals for cleaning, 
because they could change the color and damage the surface of 
the camera body. 

When using a chemically treated cloth for cleaning, carefully follow 
the instmctions for its use. 



Le viseur electronique 

■ Pour amener le viseur electronique a la 
position de prise de vues 

Toumer celui-ci vers Tarridre de 90°. de maniere que I'oculalre soit 
dirigd vers I'arri^re. 

• La partie angulaire du viseur peut dire toum6e vers le haut ou 
vers le bas avec un angle de 90". 

• Pour etre en mesure de visionner les images dans le viseur sans 
avoir a maintenir le viseur contre I'ceil, soulever I'oculaire. 

•En faisant glisser le viseur, celui-d peut gtre d6placd davantage 
vers I'exterieur, de fapon k procurer une position plus confortable 
pour la prise de vues. 

■ Pour ramener le viseur electronique a sa 
position d'origine 

0 Faire tourner le viseur vers I'avant en direction de I'objectif . 

0 R§tracter le viseur en le repoussant a sa position de 
rangement. 

Nettoyage 

1 Soulever I'ocuiaire. 

2 Enlever la poussidre en utilisant un soufflet 
poire. 

3 Rabaisser I'oculaire. 

•Ne jamais nettoyer I'objectif avec autre chose qu'un soufflet 
(utilise avec les appareils photographiques) ou un papier special 
pour objectifs (utilise avec les verres correcteure et les cameras). 

•Essuyer le camescope avec un linge doux et sec. Ne jamais 
utiliser de solvant d'aucune sorte. 

■ Precautions a prendre iors du nettoyage 

Ne jamais utiliser de solvant d'aucune sorte (benzine, produits 
chimiques, etc.). Ces produits pourraient modifier la couleur du 
boitier ou en endommager la surface. 

SI un linge traite chimiquement est utilise pour nettoyer I'appareil, 
suivre les consignes d'utilisation du produit en question. 
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Adjusting the Grip Belt 

■ Adjusting the Length of the Grip Belt 

The length of the Grip Belt should be adjusted so that the Grip fits 

comfortably into the palm of your hand and the Start/Stop Button 

and the [W] and [T] Zoom Buttons can easily be pressed with your 

fingertips. 

1 Unfasten the velcro tape closure. 

2 Adjust the length to the size of your hand. 

3 Fasten the velcro tape closure. 

Note: 

Attach the Lens Cap to the Grip Belt. (Hook the clip part on the 
back of the Lens Cap onto the Grip Belt.) 

Attaching the Shoulder Strap 

1 Pull one end of the Shoulder Strap through 
the Shoulder Strap Holder. 

2 Securely attach the end of the Shoulder Strap. 
(O More than 2 cm) 

3 Attach the other end in the same manner. 



Ajustement de la poignee . 

■ Pour ajuster la longueur de la poignee 
La longueur de la poignee doit §tre r^l6e de fagon qu'elle s'ajuste 
parfaitement k la main de I'utilisateur, tout en permettant 
d'atteindre facilement les touches de mise en marche/arrdt ou 
zoom [W] et \J\. 

1 Detacher la fermeture en velcro. 

2 R6gler la longueur de la courrole selon la 
grosseur de la main. 

3 Rattacher la fermeture en velcro. 
Remarque: 

Attacher le capuchon de lobjectif k la poignte. (Accrocher la partie 
arrldre du capuchon de I'objectif sur la poignde.) 

Installation de la bandouliere 

1 Faire passer une extremite de la bandouliere 
dans I'agrafe prdvue a cette fin a I'avant du 
camescope. 

2 Attacher solidement Textremite de la 
bandouliere. (O Plus de 2 cm) 

3 Fixer I'autre extremite a I'arriere du 
camescope en procedant de la fa^on indiquee 
precedemment. 
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Inserting the Video Cassette 



Cassette video 



■ How to insert the Video Cassette 
•Use only SVHS/VHS: Video Cassettes. 

1 Press the [TAPE EJECT] Button. 

•After a few seconds, the Cassette Compartment Cover 
opens. 

2 insert the video cassette with the cassette 
window O facing outside. 

3 Close the Cover untii it locks with a elicit. 

■ How to Eject the Video Cassette 

Make sure that power is supplied to the Movie Camera. 

11 Press the [TAPE EJECT! Button. 

2 Pull out the Video Cassette. 

S Close the Cover until it locits with a elicit. 

■ Preventing Accidental Erasure of Recordings 

When recording on a previously recorded tape, the previously 
recorded contents will be erased and replaced by a new recording. 
An important recording can be protected against accidental 
erasure, by breaking out the tab (D- If the tab is removed, 
recording on this Video Cassette Is no longer possible. 

■ HowtoBrealtofftheTab 

1 Break off the tab with a screwdriver In the direction of the 
arrow. 

■ How to Record Again onto a Video Cassette with Ren>oyed 
Tab 

2 Cover the hole of the tab firmly with two layers of 
adhesive tape (g). 



■ insertion d'une cassette vid^o 

•N'utiliser que des cassettes vid6o SVHS! et lVI6E!. 

1 Appuyer sur la touche [TAPE EJECT]. 

•Attendre quelques secondes que le rabat du compartiment 
s'ouvre. 

2 Inserer la cassette dans ie compartiment, la 
fenetre O vers I'ext^rieur. 

3 Refermer en appuyant sur le rabat du 
compartiment Jusqu'd ce qu'ii s'encienche. 

■ Retrait d'une cassette vid^o 

S'assurer que le contact est dtabii sur le camescope. 
1) Appuyer sur la touche d'djectlon de la cassette. 
^ Retirer la cassette. 

$ Refermer en appuyant sur le rabat du compartiment 
jusqu'd ee qu'il s'encienche. 

■ Prevention d'effacement accidentei 

Lorsqu'une cassette contenant d^jS des enregistrements est 
utilise e pourenregrstrer. les enregistrements precedents seront 
effaces et remplaces par les nouveaux enregistrements. II est 
possible de proteger un enregistrement important contre 
I'effacement en brisant la languette de prevention d'effacement de 
la cassette 0. Lorsque cette languette est enlevee, aucun 
enregistrement ne peut #tre effectue sur la cassette. 

■ Pour briser la languette 



Enlever la languette h I'aide d'un tournevis en sulvant la 
direction indiqute par la fl6che. 

Pour enreglstrer d nouveau 
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Recouvrlr I'ouverture d I'aide de ruban adheslf (deux 
couches) (g). 
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Using the Tape Counter Indicator 

The Tape Counter Indicator O- 

■ How to Reset the Tape Counter to "0000"... 

1 Press the [RESET] Button. 
•The Tape Counter is reset to "0000" 0. 

■ How to Search for Tape Position "0000" After 
Recording or Playback... 

1 Press the [MEMORY/DISPLAY] Button. 

•The "M" Indication 0 appears in the Viewfinder next to the 
Tape Counter Indication. 

2 Press the [REW/@] or [@/FF] Button. 

•The tape stops automatically at about ttie point where the 
Tape Counter reads "M 0000 ". 

Note: 

•When fast forwarding or rewinding to "M 0000" position, the tape 
counter may not read exactly "M 0000" when the tape stops. 
This is not a malfunction. 

■ To Cancel the Memory Function . . . 

Press the [MEMORY/DISPLAY] Button twice. 

■ How to Make the Lap Time Counter Indicator 
Appear 

3 Press the [MEMORY/DISPLAY] Button again. 

•The Lap Time Counter Indication "L 0:00.00" (real time) O 
appears. 

•The Lap Trme Counter counts up only during recording. 



Indications du compte-tours 

Indication du connpte-tours O. 

■ Pour ramener ie compte-tours a "0000"... 

1 Appuyer sur la touche [RESET]. 

•Le compte-tours est ramend k "0000" Q. 

■ Pour rep^rer la position "0000" apres une prise 
de vues ou apr^s la lecture des images... 

1 Appuyer sur la touche [IMEMORY/DISPLAY]. 

•L'indication "M" apparalt dans le viseur 0 k cdt6 de 
Vindication du compte-tours. 

2 Appuyer sur la touche [REW/Q] ou I®/FF]. 

•Le ruban s'arrete automatiquement a I'endroit approximatif 
oil le compte-tours indique "M 0000". 

Remarque: 

Lors du reperage avant ou arri^re de la position "M 0000", il est 
normal que le ruban n'indique pas exactement "M 0000" au 
moment ou il s'arrete. Cela n'indique pas une d^fectuositd de 

I'appareil. 

■ Pour annuier la tonctlon de m^moire... 

Appuyer d deux reprises sur la touche [MEMORY/DISPLAY]. 

■ Pour afflcher rindlcation du temps 6coul6 

3 Appuyer de nouveau sur ia touche [MEIMORY/ 
DISPLAY]. 

•Le temps dcould (temps r6el) "L 0:00.00" O ®^ afflchd. 
•L'indication du temps 6could n'augmente que pendant 
I'enregistrement 
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Using the On-Screen Display 
Function 

■ How to Turn off the Indications in the 
Viewfinder 

1 Press the [OSD] Button. 

•The indications in the Viewfinder disappear ^ except the 
Warning and Alarm Indications. 

■ To Return to the Initial Mode... 

Press the [OSD] Button again. 

Index Signals (viss) 

The index signals make possible the use of the VHS Index Search 
or the Intro Scan Function when playing back the tape on a VCR 
equipped with these functions. 

An index signal is recorded automatically in the following 
cases: 

•When recording is started for the first time after attaching the 
Battery Pack. 

•When recording is restarted after exchanging the cassette. 

In each of these cases, the "INDEX" Indication 0 in the 

Viewfinder flashes for a few seconds. 

•For the correct functioning of the VHS Index Search and Intro 

Scan Functions on the VCR, the index signals should be at 

inten^als of not less than 2 ntinutes. 
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Affichage a Vecran 

■ Pour annuler I'affichage a I'ecran du viseur 

1 Appuyer sur la louche [OSD]. 

•Les indications affichees a I'^cran du viseur disparaissent 
k I'exception des indications d'avertissement et 
d'alamie. 

■ Pour revenir au mode d'affichage initial... 
Appuyer de nouveau sur la touche [OSD]. 

Signaux dlndex (viss) 

L'enreglstrement des signaux d'index rend possible I'utilisation du 
systeme de rep6rage VHS par index, ou la fonction de balayage, 
lors de la lecture d'une cassette sur un magn^toscope dote de ces 
fonctions. 

Le signal d'index est enregistr6 automatiquement dans les 
situations suivantes: 

•Lors d'une premidre prise de vues sun^enant aprds I'installation 

du bloc-batterie. 
•Lorsque l'enreglstrement reprend apres un changement de 

cassette. 

Dans chacune de ces situations, I'lndication "INDEX" 0 clignote 
pendant quelques secondes dans le viseur electronique. 
• Lors de I'enregistrement des signaux d'index. espacer chacun 
des signaux d'au moins deux minutes. 
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Audio Recording 



■ The Sound Recorded with the Stereo 
Microphone 

This Movie Camera is equipped with a stereo zoom microphorie. 
Depending on the setting of the [MtC.SELECT WIDE/TELE/ 
ZOOM] Switch 0> sound will be recorded with different effect. 

WIDE: The sound will be recorded with stereo effect. 

TELE: The sound will be recorded with tele effect. 

Compared with the "WIDE" setting, the microphone's 
sensitivity is directional and the sound from distant 
subjects can be received louder and more distinctly. 

ZOOM: The zoom control of ttie microphone is coupled with the 
Zoom Buttons. When pressing the {W] Zoom Button, the 
sound will be recorded with stereo effect. When pressing 
the [T] Zoom Button, the microphone's sensitivity is 
directional and the sound from distant subjects can be 
received louder and more distinctly. 

•For normal recording, set the [MIC.SELECT WIDE/TELE/ZOOM] 
Switch to "WIDE". 

■ To Listen to the Audio during Recording or 
Playbacl< 

When the [SPEAKER ON/OFF] Switch 0 is set to "ON", it is 
possible to listen to the audio during recording or playbac><. 
When it is set to "OFF", the audio cannot be heard. 

■ Audio Dubbing 

For playback, select the desired audio with the (Hi-Fi/MIX/ 
NORMAL] Switch 0. 

Hi-Fi: The original sound (audio before performing an audio 

dubbing) alone can be heard. 
MIX: The original and the dubbed audio can be heard mixed 

together. 

NORMAL: The dubbed audio alone can be heard. 

■ The Sound Recorded with Insert Editing 

For playback, select the desired sound with the [Hi-Fi/MIX/ 
NORMAL] Switch ©. 

Hi-Fi: The inserted audio alone can be heard. 
MIX: The original and inserted audio can be heard mixed 
together. 

NORMAL: The original audio (sound before performing insert 
editing) alone can be heard. 



Enregistrement audio 

■ Son enregistre avec le micro st^r^o 

Ce camescope est dqulpd d'un micro st6r6o associe k la fonction 
de zoom. Le son sera enregistr^ diffdremment selon te reglage du 
mode d'enreglstrement du son [MIC.SELECT WIDE/TELE/ZOOM] 



WIDE: Le son est enregistr§ avec un effet ster6ophonique. 

TELE: Le son est enregistr6 avec un eftet directionnel. 

Comparativement au r6glage "WIDE", la sensibility du 
micro est directionnelle et le son des sujets 6loign6s sera 
re?u plus fort et plus clairement. 

ZOOM: La commande de cette fonction du micro est couplde avec 
les touches de focale. Si Ton appuie sur la touche [W] de 
focale, le son est enregistr6 avec un effet st6r6ophonique. 
Si Ton appuie sur la touche [T], la senstbllitd du micro 
devient directionnelle et le son des sujets ^loign^s est 
re^u plus fort et plus clairement. 

• Pour les prises de vues normales, r6gler ce s6lecteur 
[MIC.SELECT WIDE/TELE/ZOOM] a "WIDE". 

■ Pour ^couter le son pendant la prise de vues 
ou la lecture 

Lorsque I'interrupteur [SPEAKER ON/OFF] Q est sur "ON", il est 
possible d 'entendre le son pendant la prise de vues ou la lecture. 
Lorsqu'il est sur "OFF", il n'est pas possible d'entendre le son. 

■ Doublage du son 

A la lecture, s^lectionner le son d^sir^ ei I'aide du s^lecteur de 
mode audio [Hi-Fi/MIX/NORMAL] ©. 

Hi-Fi: Seul le son initial (le son enregistr^ avant le doublage 

du son) peut etre entendu. 
MIX: Le son initial et le son ajoutd peuvent 6tre entendus 

ensemble. 

NORMAL: Seul le son ajout^ peut dtre entendu. 

■ Montage par insertion 

A la lecture, s^lectionner le son a I'aide du selecteur de mode 
audio [Hi-Fi/MIX/NORMAL] O- 
Hi-Fi: 
MIX: 



NORMAL: 



Seul le son ins^r^ peut etre entendu. 
Le son initial et ins6r6 peuvent etre entendus 
ensemble. 

Seul te son initial (le son enregistre avant le montage 
par insertion) peut gtre entendu. 
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Hoiding the Movie Camera during 
Recording 

1 Normal Recording. 

•When walking while recording, keep both eyes open so that 
you can see where you are going and what is happening 

around you. 

•Place the Movie Camera on your right shoulder and hold it 
firmly with both hands. 

•Hold the Eyecup of the Viewfinder as close as possible to 
your right or left eye. 

•Take a firm stance with the legs slightly apart. 

2 Low- Angle Recording. 

Adjust the angle of the Viewfinder according to the position in 
which the Movie Camera is held. 

•If the Movie Camera is not held firmly in stable position, the 
picture in the Viewfinder cannot be watched property. 

•For easier long-angle recording, the Start-ZStop Button on 
the front of the Movie Camera can be used. 

3 Recording from a high position. 

4 For More Stable Pictures. 

•Stabilize the Movie Camera by resting your elbows on a 
table or another stable horizontal surface. 



Comment tenir le camescope 
pendant une prise de vues 

1 Prise de vues normale 

• Pour une prise de vues faite en marchant, garder les deux 
yeux ouverts aftn de pouvoir se diriger aisdment et bien voir 
tout ce qui se passe autour. 

•Placer le camescope sur I'dpaule droits et le tenir 
fermement des deux mains. 

•Tenir I'oculaire du viseur le plus pr^s possible de Toell droit 
ou gauche. 

•Adopter une position ferme, les jambes I6gerement 
dcartdes. 

2 Prise de vues en contre-plongee 

R6gler Tangle du viseur selon la position dans laquelle le 
camescope est tenu. 

•S'assurer de bien tenir le camescope en position stable afin 
de pouvoir visionner les images dans le viseur. 

•Pour des prises de vues faciles en contre-plongee. utiliser la 
de mise en marche/arrgt placde sur la partie avant du 
camescope. 

3 Prise de vues en plong^e 

4 Pour des images plus stables 

•Stabiliser ie camescope en plagant les coudes sur une table 
ou sur toute surface horizontale. 
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Recording 

1 Insert the charged Battery Pack. 

2 Turn the Movie Camera on. 



d Slide the [CAMERA/VCR] Selector Cover to 
"CAMERA". 

4 Insert a cassette with intact erasure 
prevention tab. 

•A few seconds after closing the Cassette Compartment, the 
l\^ovie Camera will be in the recording pause mode. 

5 Slide the [S-VHS ON/AUTO/OFF] Selector 
Switch to "ON/AUTO" or "OFF". 

•in the "ON/AUTO" position, the S«\/HS recording system is 
selected and the "g" Indication is lit. Playback will not be 
possible on a nornial VHS VCR. 

•In the "OFF" position, the "@" Indication is not lit. 

6 Remove the Lens Cap. 

7 Press the Start/Stop Button. 

■ To Pause the Recording... 

Press the Start/Slop Button. 

■ To Shoot the Next Scene(s)... 

Press the Start/Stop Button again. 

■ To Stop the Recording... 

Press the Start/Stop Button to stop the recording and then 
turn the Movie Camera off. 

Note: 

If the Movie Camera is left in the recording pause mode for more 
than 5 minutes, the recording pause mode will be canceled and the 
Viewfinder will be turned off (recording lock mode). To resume 
recording from this condition, turn the Movie Camera on again, if 
the Movie Camera is left in the recording lock mode for more than 
48 hours, it will automatically switch off completely. 



Prise de vues 



1 Installer un bloc-batterie completement 
recharge. 

2 Etablirle contact surlecamescope. 

3 Glisser le rabat du s6lecteur [CAMERA/VCR] 
a la position "CAMERA". 

4 insurer une cassette munie de sa languette de 
prevention d'effacement. 

•Quelques secondes aprds la fermeture du compartiment a 
cassette, le camescope passe en mode pause k 
i'enregistrement. 

5 Glisser le s^iecteur [S-VHS ON/AUTO/OFF] d 
"ON/AUTO" ou ^ "OFF". 

•Dans la position "ON/AUTO", c'est le format S-VHS qui est 
s^lectionne et I'indk^tion "S" est affichSe. La lecture ne 
sera pas possible sur un magn^toscope VHS normal. 

•Dans la position "OFF", Trndlcation "@" n'est pas affichee. 

6 Retirer le capuchon de I'objectif. 

7 Appuyer sur la touche de mise en marche/ 
arret. 

■ Pour arreter temporairement la prise de vues. . . 
Appuyer sur la touche de mise en marche/arret. 

■ Pourenregistrerdenouvellessc^nes... 

Appuyer de nouveau sur la touche de mise en marche/arret. 

■ Pour mettre fin 6 la prise de vues... 

Appuyer sur la touche de mise en marche/arret pour arrSter la 
prise de vues, puis couper le contact sur le camescope. 

Remarque: 

Si le mode pause est maintenu pendant plus de cinq minutes, 
I'appareil passe automatiquement en mode verrouillage a 
I'enregistrement (I'^cran du viseur s'^teint). Pour reprendre 
I'enregistrement, ^tablirde nouveau le contact sur le camescope. 
Si le mode verrouillage a I'enregistrement est maintenu pendant 
plus de 48 heures, le contact est alors ooup§ automatiquement sur 
le camescope. 
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Checking the Recorded Scene 

1 Press the Start/Stop Button to pause during 
recording. 

•The "PAUSE" Indication appears in the ViewJinder. 

2 Press the [g]/- CAMERA SEARCH +] 
Button briefly. 

•The "CHK" Indication in the Viewfinder lights up, and the 
last 2-3 seconds of the last recorded scene will be played 
back in the Viewfinder. After that, Movie Camera is again in 
the recording pause mode. 
("CHK" means Check.) 

Note: 

During shooting, use this function to confirm from time to time that 
the recording has been performed correctly. 

Searching for a Previously Shot 

Scene (Camera Search) 

■ How to Search for a Point in a Recorded Scene 

After inserting the recorded video cassette: 

1 Slide to "CAIMERA". 

2 Keep the [@/- CAMERA SEARCH] Button 
pressed. 

•While this button is kept pressed, the recorded scene will be 
played back at high speed in reverse direction. 

Or keep the [CAMERA SEARCH +] Button 
pressed. 

•While this button is kept pressed, the recorded scene will be 
played back at normal speed in forward direction. 



3 



Release this button after reaching the desired 
point. 

•The Movie Camera is put into the recording pause mode. 



Visionnement d'un enreg/strement 

1 Appuyer sur la touche de mise en marche/ 
arr§t pour interrompre la prise de vues. 

• L'indication "PAUSE" apparait dans le viseur. 

2 Appuyer bri^vement sur la touche [[§}/ 
- CAMERA SEARCH +]. 

• Vindication "CHK" apparait dans le viseur, et les images 
des 2 ou 3 dernieres second es de la scene enregistr^e 
prec6demment sont projetees a I'^cran du viseur. Ensuite, 
le camescope passe de nouveau en mode pause a 
I'enregistrement. 

("CHK" indlque revision.) 

Remarque: 

Durant la prise de vues, utiliser de temps en temps cette fonction 
de maniere ^ s'assurer que I'enregistrement s'est bien deroule, 

Reperage d'une scene enregistree 
precedemment 

■ Reperage d'un point precis dans la sc^ne 
enregistree 

Apres avoir insert la cassette contenant I'enregistrement: 



1 
2 
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Glisser le selecteur a la position "CAMERA". 

Maintenir une pression sur la touche [@/ 
- CAMERA SEARCH]. 

• Pendant que la touche est enfonc6e, la sc6ne enregistree 
est lue a vitesse accel6ree en direction arriere. 

Ou maintenir une pression sur la touche 
[CAMERA SEARCH +]. 

•Pendant que la touche est enfoncee, la scene enregistree 
est lue a vitesse normale en direction avant. 

Degager la touche apres avoir atteint le point 
recherche. 

• Le camescope passe en mode pause a Tenregistrement. 



(26) 




Recording with dean Edits 

This function makes it possible to achieve smooth transitions 
between a previously and a newly recording segment. 

1 Turn the Movie Camera on. 

2 Slide tiie [CAMERA/VCR] Selector Cover to 

"VCR" side. 

("VCR" means Video Cassette Recorder.) 

3 Press the [PLAY] Button. 

4 Press the [PAUSE] Button after reaching the 
point where you want to add the next scene. 
(Thereby erasing the rest of the previously recorded 
scene.) 

5 Slide the [CAMERA/VCR] Selector Cover to 
"CAMERA". 

6 Press the Start/Stop Button to start shooting 

the new scene. 
•The recording starts. 



Prise de vues avec montages precis 

Cette fonction permet d'assurer une transition en douceur entre 
une sequence enregistrde pr^cddemment et une nouvelle 
sequence. 

1 Etabllr le contact sur le camescope. 

2 Glisser le rabat du s^lecteur [CAMERA/VCR] 
a la position "VCR". 

("VCR" est I'abrdvlation anglaise de magn6to8Cope.) 

3 Appuyer sur la touche [PLAY], 

4 Appuyer sur la touche [PAUSE] d I'endroit ou 
la nouvelle scene doit §tre ajout^e. 

(Le reste de I'enregistrement precedent sera par le fait 
mdme efface.) 

5 Glisser le rabat du s^lecteur [CAMERA/VCR] 
d "CAMERA". 

6 Appuyer sur la touche de mise en marche/ 
arret pour commencer I'enregistrement de la 
nouvelle scdne. 

•La prise de vues debute. 
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Recording a Still Picture 

For recording a Still Picture of Any Desired Duration: 

1 Slide the [CAMERA/VCR] Selector Cover to 
"CAMERA". 

2 Push the [DIGITAL MODE SELECT] Switch 
upwards. 

3 Press the [STILL/STROBE] Button. 
•The image in the Viewfinder stands still. 

•By pressing the (STILUSTROBE] Button repeatedly, the 
mode can be changed in the following order: 

NORMAL-* STILL-* STROBE 1 

4 Press the Start/Stop Button. 

•The still picture in the Viewfinder will be recorded. 
■ To Cancel this Function... 

Press the (STILUSTROBE) Button two times until normal 
movement in the Viewfinder is observed. 

Hints for Recording Still Pictures 

•To prevent picture distortion, do not move or shake the Movie 

Camera during still picture recording. 
•Since the still picture is recorded from the digital image memory, 

the picture quality may be slightly inferior to that of normally 

recorded pictures. 



Enregistrement d'une image fixe 

Cette fonction permet I'enregistrement d'une image fixe de la 
dur^e desir^e. 

1 Glisser le rabat du s^lecteur [CAMERAA^CR] 
k "CAMERA". 

2 Pousser le selecteur [DIGITAL MODE 
SELECT] vers le haut. 

3 Appuyer sur la touche [STILL/STROBE]. 

•L'image a I'ecran du viseur demeure fixe. 
•Chaque pression sur la touche arret sur image/effet 

stroboscopique (STILL/STROBE) change le mode selon la 

sequence suivante: 

NORMAL-^STILL-* STROBE , 



4 Appuyer sur la touche de mise en marche/ 
arr§t. 

• L'image fixe affich6e au viseur est enregistree. 
■ Pourannuler... 

Appuyer sur la touche arret sur image/effet stroboscopique a deux 
reprises, jusqu'a ce que le mouvement des images dans le viseur 
redevienne normal. 

Conseils concernant I'enregistrement d'Images fixes 

•Afin d'6viter toute distorsion des images, 6viter de faire bouger le 
camescope pendant I'enregistrement d'une image fixe. 

•^tant donn6 que l'image fixe est enregistree a partir de la 
m^moire num^rique des images, la quality des images peut dtre 
leg^rement inferieure a celle des images enregistr^es 
normalement. 
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Using the Zoom Function 

This Movie Camera offers both power and manual zooming. Use 
these functions according to the recording situations and types of 
subject. 

■ Using the Power Zoom 

Pressing the [W] or fj] Zoom Button gives you smooth motor- 
driven zoom. 



Prise de vues en zoom 

Ce camescope permet de r^aliser aussi bien des prises de vues en 
zoom assists qu'en zoom manuel. Utiliserces fonctions salon les 
situations de prise de vues el les types de sujets concern6s. 

■ Utiiisation de la fonction de zoom assists 

En appuyant sur la touche de zoom {W] ou [T], on peut utilisertr6s 
souplement le zoom assists. 



1 Keep pressed for telephoto. 

Zoom tn (subject appears closer Q) 

Keep pressed for wide-angle. 
Zoom out (subject appears further away 0) 

■ Using the Manual Zoom 

Quick zooming is possible by manually turning the Manual Zoom 
Lever up or down. 

1 Turn the Manual Zoom Lever. 

Turn it downward (T) to zoom toward telephoto. 
Turn it upward @ to zoom toward wide-angle. 

Notes: 

•Do not operate the [W] or [T] Zoom Button and the Manual Zoom 
Lever simultaneously, because this could cause the zoom drive 

to malfunction. 

•Quick manual zooming causes the subject to temporarily go out 
of focus. 

The (Manual Zoom Function is mainly intended for framing a 
scene (giving the subject the desired size within the picture) 
before starting to record. 
•When slowly turning the Manual Zoom Lever in the Manual Focus 
Mode, the subject temporarily goes out of focus. For slow 
zooming, it Is recommended to use the [Wj or [T] Zoom Button. 



Mafntenir une presslon sur la touche "T" pour 
un r^glage t^leobjectif. 

Proc^der au zoom avant (le sujet apparait plus rapprochd 

O) 



Maintenir une pression sur la touche " 
pour un r^glage grand-angulaire. 
ProcMer au zoom arridre (le suJet s'dloigneO) 



W" 



■ Utilisation de la fonction de zoom manuel 

II est possible d'effectuer un zoom raptde sur un sujet en tournant 
manueltement le levier de zoom manuel vers le haut ou vers le 



1 Tourner le levier de zoom manuel. 

Le tourner vers le bas (T) pour r6gler le zoom vers I6l6photo. 
Le tourner vers le haut (g) pour regler le zoom vers grand- 
angulaire. 

Remarques: 

•Ne pas actionner simultanement la touche de zoom [W] ou [T] et 
te levier de zoom manuel, car ceci pourrait provoquer un 
d^reglement du dispositif d'entraJnement du zoom. 

• En mode de zoom manuel rapide, la mise au point sur le sujet est 
temporairement floue. 

La fonction de zoom manuel sert prindpalement a cadrer una 
sc6ne (d donner au sujet la tailte ddsir^e dans I'image) avant 
d'endencher la prise de vues. 
•En mode de mise au point manuelle, lorsqu'on tourne lentement 
le levier de zoom manuel, la mise au point sur le sujet est 
temporairement floue. Pour effectuer une prise de vues en zoom 
lent, il est recommend^ d'utiliser la touche de zoom [W] ou \J]. 
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■ Using the Digital Zoom 

The Digital Zoom Function makes It possible to zoom In on a 
subject and enlarge it by up to 1 00 times by using the [T] Zoom 
Button and the [DIGITAL ZOOM] Button. 

1 Push the [DIGITAL MODE SELECT] Switch 
upwards. 

2 Press the [DIGITAL ZOOM] Button. 

•Press once, and the "D.ZOOM 1 " Indication appears in the 
Viewfinder; press twice, the "D.ZOOM 2" Indication 
appears. 

3 Press the [T] Zoom Button O- 

■ To Cancel this Function... 

Press the [DIGITAL ZOOM] Button. 

•When the Digital Zoom Function is turned off, the zoom range is 

limited to XI 2. 

•When the Digital Zoom Function is activated, the picture is 

magnified electronically and the zoom range is increased to x24 

(D.ZOOM 1 ) and X 1 00 {D.ZOOM 2). 
•The Digital Zoom Function slightly decreases the picture 

resolution and fine picture details. 
•V\^en shooting under very bright conditions, the after-image can 

be eliminated by selecting a shutter speed of 1 /250 or 1 /500 sec. 

Notes: 

•The higher the magnification of the Digital Zoom becomes, the 
grainer the picture will be. When the zoom range is increased to 
X 1 00, the picture and its colors may become unnatural. 

•Zooming in the Digital Zoom Mode is not possible with the 
Manual Zoom Lever. (If it is used, zooming in is not possible 
beyond x 12 magnification.) 
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■ Utiiisation de la fonctlon de zoom num^rique 

Cette fonctlon permet d'effectuer un zoom avant sur un sujet et 
d'agrandir I'image jusqu'd 100 fols grdce k Tutilisatlon de la toucha 
de variation de la focale [T] et de la louche de focale numdrique. 

1 Pousserleselecteur [DIGITAL MODE 
SELECT] vers le haut. 

2 Appuyer sur la touche [DIGITAL ZOOM]. 

• Appuyer une fois pour faire apparaitre I'indlcation 
"D.ZOOM 1 " dans le viseur; appuyer une seconde fois pour 
faire apparaitre I'indication "D.ZOOM 2". 

3 Appuyer sur ia touche de variation de la 
focale m O- 

■ Pcurannuler... 

Appuyer sur la touche de focale numerique [DIGITAL ZOOM]. 
•Lorsque la fonctlon de focale numdrique est Invaddde, la portde 

de la focale est limit^e d x 1 2. 
•Lorsque la fonctlon de focale numerique est valid6e, I'image est 

agrandie electroniquement et la portee de la focale est accrue a 

X24 (D.ZOOM 1) et xlOO (D.ZOOM 2). 
•La fonctlon de focale numerique diminue l^^rement la definition 

et la pr^lslon des Images. 
•Lors de prises de vues sous un dclairage tres fori, I'effet de 

persistance de I'image peut etre dlimin^ en s6lectionnant une 

Vitesse d'obturation de 1 /250e ou 1/500e de seconde. 

Remarques: 

•Plus Tagrandissement de i'image est important, plus le grain de 
I'image augmente. Lorsque la portee de la focale est accrue k 
X 100, I'image et les couleurs peuvent paraltre non naturelles. 

•En mode de focale numerique, II n'est pas possible d'effectuer 

des prises de vues au zoom avec le levier de zoom manuel. (Si 
on utilise ce levier, I'agrandissement en zoom avant ne 
d6passerapasxl2.} 
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Recording Fades to Black 

■ How to Fade rn O 

Fading in from black is very effective at the beginning of a movie 
and for soft transitions between scenes. 

1 Press the Start/Stop Button to pause the 
recording. 

2 Keep the [FADE] Button pressed. 

3 After the picture in the Viewf inder has 
disappeard, press the Start/Stop Button to 
start the recording. 

4 After about 3 seconds, release the [FADE] 
Button. 

■ How to Fade out 0 

Fading out to b\ack is convenient at tfie end of a scene to create a 
soft ending. 

1 Keep the [FADE] Button pressed during 
recording. 

2 After the picture has disappeared, press the 
Start/Stop Button to stop the recording. 



Prise de vues avec fondu au noir 

■ Fondu ouvert Q 

Le fondu ouvert a partir d'une image noire est trte utile en debut du 
film et pour obtenir des transitions en douceur entre les scenes. 

1 Appuyer sur la touche de mise en marche/ 
arr§t pour Interrompre la prise de vues. 

2 Maintenir une pression sur la touche [FADE]. 

3 Une fois que I'image dans le viseur a disparu, 
appuyer de nouveau sur la touche de mise en 
marche/arret pour reprendre la prise de vues. 

4 Degager la touche [FADE] apres 3 secondes. 

■ Fondu ferme Q 

Le fondu ferme vers une image noire est tres utile a la fin d'une 
scene afin de terminer la prise de vues en douceur. 

1 H/laintenir une pression sur la touche [FADE] 
pendant la prise de vues. 

2 line fois que I'image dans le viseur a disparu, 
appuyer sur la touche de mise en marche/ 
arret pour mettre fin d la prise de vues. 



3 Release the [FADE] Button. 



3 Degager la touche de [FADE]. 
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Recording "Trair Effects 

This function can be used to emphasize the speed of movements 
in fast-action scenes. 

1 Push the [DIGITAL MODE SELECT] Switch 
downwards. 

2 Press the [TRACER] Button. 
•The "TRACER" Indication appears. 

■ To cancel this function... 

Press the [TRACER] Button again or slide the Digital Mode Select 
Switch upwards. 

Recording Sunsets or Ottier 

Evening Scenes (Low Ught Function) 

1 Set the Mode Selector Switch to 'MANUAL". 

2 Press the [LOW LIGHT] Button. 
•The "LOW L" Indication appears. 

•This increases the sensitivity compared to the "AUTO" 
setting of the Mode Selector Switch and assures stable 
images in relatively low light. 

Notes: 

• Even if this mode is used for outdoor recording in the daytime, the 
result will be almost the same as when the Mode Selector Switch 
is set to "AUTO". 

• In the Portrait Mode, the LOW Light Function is activated. 
(See page 62.) 
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Prise de vues avec effet de 
persistence de Vimage 

Cette fonction peut etre utilis6e pour augmenter la vitesse des 
mouvements dans les scenes a action rapide. 

1 Pousser le selecteur [DIGITAL MODE 
SELECT] vers le bas. 

2 Appuyer sur la touche [TRACER]. 

•Vindication "TRACER" apparait dans le viseur. 

■ Pourannuier... 

Appuyer de nouveau sur la louche (TRACER) ou glisser le selecteur 
de mode num6rique vers le haut. 

Prise du vues de couchiers de soleil 
ou de tout autre scene ie soir 

(Fonction faible luminosite) 

1 R^gler le selecteur de mode a la position 
"MANUAL". 

2 Appuyer sur la touche [LOW LIGHT]. 

• L'indication "LOW L" apparait dans le viseur. 

•Ceci augmente la sensibilit6 comparativement au reglage 

"AUTO" du s6lecteur de mode et assure des images 

toujours stables en faible luminosity. 

Remarques: 

•Si ce mode est utilise pour la prise de vues en plein jour a 
Text^rieur, les r6sultats seront comme en reglage "AUTO" du 
s6tecteurde mode. 

•La fonction faible luminosity est activee en mode "PORTRAIT". 
(Voir page 62.) 
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Recording Backlit Scenes 

(Ms Adjustment) 

This function makes it possible to brighten up the subject when 
using a light source, behind the subject 

1 Set the Mode Selector Switch to "MANUAL". 

2 Set the [IRIS/SHUTTER] Selector Switch to 
"IRIS". 



Prise de vues avec eclairage en 
contre-jour 

(Reglage de t'ouverture du diaphragme) 

Cette fonction pennet d'augmenter I'dclairage sur le sujet en 
utilisant une source lumineuse derri^re le sujet. 

1 R^gler le s^lecteur de mode a "MANUAL". 

2 R^gler le s^lecteur [IRIS/SHUTTER] d "IRIS". 



d Press repeatedly the either the [OPEN] or 
[CLOSE] Button to select the desired F 
Number. 

•The F Number Indication appears. 

•The F Number can be changed in 18 steps; 
0P+G2, OP+G1. OPEN. F2. F2.4. F2.8. F3.4, F4, F4.8, 
F5.6. F6.8, F8. F9.6, F1 1. F14. F16, F19, CLOSE 

■ To Return to the Standard Iris Setting... 

•Press the [IRIS OPEN] Button and [IRIS CLOSE] Button 

simultaneously for more than 1 second. 
•Returning to the standard iris setting is also possible by setting 
the Mode Selector Switch to "AUTO". 

Cautions for Recording Backlit Subjects 
•The sky may become whitish. 

•In case of extremely strong badclight, is may not be possible to 

brighten up the subject sufficiently. 
•When recording with the sun striking the subject at an angle, 

star-shaped light reflections may be recorded in the picture. 



O Appuyer de fagon repetee sur i' une des 
touches pour s^lectlonner I'ouverture F. 

•L'indication douverture F correspondante est affich6e. 

• 18 reglages diff6rents d'ouverture F sont offerts: 
0P+G2, 0P+G1 , OPEN. F2, F2.4. F2.8, F3.4, F4, F4.8, 
F5.6, F6.8. F8. F9.6, F11, F14, F16, F19, CLOSE 

■ Pour revenir au riglage normal du diaphragme... 
•Appuyer simultandment sur les touches {IRIS OPEN] et 

(IRIS CLOSE] du diaphragme pendant plus d une seconds. 
•II est ^galement possible de revenir au reglage normal du 
diaphragme en plaQant le sdlecteur de mode k "AUTO". 

Precautions 6 observer lors de prises de vues sur des sujets 

6clair6s en contre-jour 

•Le ciel peut prendre une teinte blanchdtre. 

•Dans les cas oil I'dclairage en contre-jour est particulierement 

fort, il peut dtre impossible d'augmenter suffisamment l'6clairage 

sur le sujet. 

• Lors d'une prise de vues ou le soleil frappe de cdtd sur le sujet, 
les rayons se rdfldchissant sur le sujet peuvent 6tre enregistrds 

sur I 'image. 
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Recording in Dark Scenes 

(High Sensitivity Function) 

1 Push the [DIGITAL MODE SELECT] Switch 
downwards. 

2 Press the [GAIN UP] Button. 

•By pressing the (GAIN UP] Button repeatedly, the degree of 
the sensitivity can be changed as follows: 

i-^.Noindication^GAlN x4-»GAIN x8 , 

o o o 



Notes: 

•Some lag distortion will occur. 

•When the High Sensitivity Function is activated, no other Digital 

Mode can be used. 
•The High-Speed Shutter Function and Iris Adjustment will be 

canceled automatically. 
•In the High-Sensitivity Mode, the focus must be adjusted 

manually since the Movie Camera is automatically put into the 

Manual Focus Mode. 
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Prise de vues de scenes sombres 

(Fonction de sensibilite elevee) 

1 Pousserleselecteur [DIGITAL MODE 
SELECT] vers le bas. 

2 Appuyersur latouche[GAIN UP]. 

• Des pressions successives sur la louche de rehaut de gain 
font varier le degre de sensibility selon ta sequence 
suivante: 

|-*Aucune indication-*GAlN x4-»GAIN x8 — , 

o @ o 



Remarques: 

•Une certaine distorsion par persistance de I'image peut survenir. 
•Lorsque la fonction de sensibilite 6levee est valid^e, aucune 
autre fonction du mode numerique ne peut etre utilisee. 

• La fonction d'obturation a pose ultra breve et reglage de 
I'ouverture du diaphragme est annulee automatiquement. 

• En mode de sensibilite 6levee, la mise au point peut etre reglee 
manueltement etant donne que le camescope est 
automatiquement place en mode manuel de mise au point. 
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Using the Macro Function 

The Macro Close-up Function makes it possible to shoot very small 
objects, photos, printed matter, insects and many other things. 

1 Keep pressing to zoom to the maximum wide- 
angle position. 

2 Approach the subject to the desired distance. 

•The locus will be adjusted automatically (Auto Focus Mode). 

3 Press the Start/Stop Button. 

•The recording starts. 

Hints for Recording with the lUlacro Close-up Function 

•To get more or less of the subject into the picture, change the 

distance between the lens and the subject; do not use the (Wj or 

[T] Zoom Button, 
•As the depth of field is very small in macro shooting, even slight 

camera movements can cause the subject to go out of focus. 

Therefore, it is recommended to use a tripod. 
•When the zoom lens is in its maximum telephoto position, the 

minimum recording distance between lens and subject is 1 .5 m. 
• In macro close-up shooting, the subject can be approached down 

to a minimum distance of 4 cm between lens and subject. 

It is recommended to use the Auto Focus Mode. However, with a 

stable camera position (tripod, etc.), the Manual Focus Mode can 

also be used. 



Prise de vues avec fonction macro 

(Plan rapproche) 

Cette fonction permet d'effectuer une prise de vues sur des objets 
tres petits, des photos, des imprlmes, des insectes et bien d'autres. 

1 IMaintenir une pression sur cette touche afin 
d'obtenir un grand-anguiaire maximai. 

2 Se rapprocher du sujet seion la distance 
deslree. 

•La mise au point se fait automatiquement (mode de mise au 
point automatique). 

3 Appuyer sur la touche de mise en marche/ 
arr§t. 

• La prise de vues debute. 

Conseits concernant la prise de vues avec fonction macro 
•Pour varier la grandeur du sujet par rapport a I'image, faire varier 

ta distance entre I'objectif et le sujet; ne pas se servir des touches 

de focale [Wj ou \J]. 
•Comme la profondeurde champ est tres faible en prise de vues 

macro, m6me les plus I6gers mouvements de camera peuvent 

suffire a d6r6gler la mise au point du sujet. II est done 

recommande d'utidser un trepled. 
• Lorsque I'objectif est a la position tel^objectif maximale, la 

distance minimale entre le sujet et I'objectif doit etre de 1 ,5 m. 
•Lors d'une prise de vues en macro, la distance minimale entre 

I'objectif et le sujet est de 4 cm. 

II est recommande d'utiliser le mode automatique de mise au 
point. Toutefois, si le camescope est en position stable (avec 
i'utilisation d'un tr6pied), le mode manuel de mise au point peut 
6galement gtre utilise. 
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Recording Fast-Moving Subjects 

(High-Speed Shutter Function) 

A range of different high shutter speeds makes it possible to shoot 
scenes with fast movements. When scenes recorded with a high 
shutter speed are later played back on a VCR equipped with super 
still and super fine slow motion functions, still and slow motion 
playback with very sharp picture contours and brilliant details can 
be obtained. 

1 Set the Mode Selector Switch to "MANUAL". 



Set the [IRIS/SHUTTER] Switch to 
"SHUTTER". 

Press repeatedly the 0 or 0 Button to select 

the desired shutter speed. 

•The shutter speed can be changed in 8 steps: 



Pressing the [SHUTTER +) Button 



o o o o 

1/60 1/100 1/250 1/500 

(No indication) 
Normal 



0 © o © 

1/1000 1/2000 1/4000 1/8000 



■Pressing the [- SHUTTER] Button 



Conditions for Recording with the High-Speed Shutter 
•The subject must be brightly lit by sunlight or other strong 
illumination, with little shade. 

•When recording under fluorescent lamps, the picture will be 

adversely influenced by flickering. 
•When the picture is played back in the normal playback mode, the 

picture movement may not be as smooth as normally. 
•The playback picture will be slightly darker than the picture 

recorded without using the High-Speed Shutter Function. 



Prise de vues sur des sujets dont 
ies mouvements sont rapides 

(Fonction d'obturatlon d pose ultra-br^ve) 

Le camescope est muni d'une gamme de vitesses d'obturatlon 
rendant possible I'enregistrement d'images dont le mouvement est 
trds rapide. Lorsque Ies scenes enregistrdes avec une vitesse 
d'obturatlon ultra-br6ve sont lues sur un magndtoscope dotd des 
fonctions d'arrdt sur image, et de ralenti ultra-fin, Ies images 
obtenues seront nettes et tr^s precises. 

1 Bugler le s^lecteur de mode d "MANUAL". 

2 R6gler le s^lecteur [IRIS/SHUTTER] k 
"SHUTTER". 

3 Appuyer de fagon r^p^tee sur t une des 
touches 0 ou © pour selection ner la vitesse 
d^sir6e. 

•8 r6glages sont offerts: 



Si Ton appuie sur la louche [SHUTTER +] 



o © © o 

1/60 1/100 1/250 1/500 



© © o © 

1/1000 1/2000 1/4000 1/8000 



(Aucune indication) 
Vitesse d'obturatron normale 

-m ' ' Si Ton appuie sur latouche [- SHUTTER] 

Conditions n^cessalres pour la prise de vues avec 
I'obturateur a pose ultra-br6vo 

•Le sujet doit etre suffisamment 6clair6, avec une ombre 16gere, 

sous I'eclairage du jour ou une source lumineuse intense. 
•La prise de vues sous un 6clairage fluorescent peut produire un 

sautillement non desire de l' image. 
•Si la lecture des images s'effectue en mode normal, il est 

possible que Ies mouvements semblent quelque peu saccad6s. 
•A la lecture, Ies images peuvent itre I6gerement plus sombres 

que si elles avaient 6te enregistr6es sans I'obturateur a pose 

ultra-br6ve. 
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Self 'Timer Recording and interval 
Recording 

■ Self-Timer Recording 

1 Press the [TII\/IER INTERVAL REC] Button 
during recording pause to select the desired 
recording mode. 

•When the Timer/Interval Recording Button is pressed once, 
"SLF20" will appear in the Viewfinder, and when the button 
is pressed, "SLF* will appear in the Viewfinder. 

2 Press the Start/Stop Button. 

•The self-timer recording will start 1 0 seconds later. 
•When "SLF20" is indicated, the recording will be made for 
20 seconds. 

When "SLF" is indicated, the recording will be made until 
the tape reaches its end. 

To stop the Self-Timer Recording Midway 

Press the Start/Stop Button, and the self-timer recording will be 
canceled. 

■ Interval Recording 

This recording function automatically makes recordings of a^prox. 
1 second duration at 50 seconds intervals. (However, the initial 
recording will last for about 5 seconds.) The interval recording will 
continue for a maximum of 10 hours, after which the Movie Camera 
will turn itself off. 

1 Press the [TIMER INTERVAL REC] Button 
three times during recording pause mode. 

•"INT" will appear in the Viewfinder. 

2 Press the Start/Stop Button. 

To stop the Interval Recording Midway 

Press the Start^top Button, and the inten^al recording will be 
canceled. 
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Enregistrement differe et 
enregistrement a intervalle 

■ Enregistrement diff^r^ 

1 En mode pause a Tenregistrement, appuyer 
sur la touche [TIMER INTERVAL REC] pour 
s^lectionner le mode d 'enregistrement 
desire. 

•Une premiere pression sur la touche d'enregistrement 
diff6r6/& inten/alle fait apparaitre I'indication "SLF20" dans 
le viseur; une seconde pression sur la touche fait apparaitre 
indication "SLF". 

2 Appuyer sur la touche de mise en marche/ 
arret. 

•L'enregistrement diff6r6 debute apr6s dix secondes. 
•Lorsque I'indication "SLF20" est affich^e, la dur6e 

d'enregistrement est de 20 secondes. 

Lorsque I'indication "SLF" est afflchee, l'enregistrement se 

poursuit jusqu'^ la fin du ruban. 

Pour Interrompre l'enregistrement dlff6r6 

Appuyer sur la touche de mise en marche/arret pourannuler 

l'enregistrement differ^. 

■ Enregistrement a intervene 

Cette fonctton permet d'etfectuer automatiquement des 
enregistrements r^p^t^s d'une dur^e d'une seconde a inten/alle de 
50 secondes. (Toutefois, le premier enregistrement est d'une 
durSe de 5 secondes.) L'enregistrement a intervalle se poursuit 
pendant dix heures, aprds quoi le contact est automatiquement 
coupe sur le camescope. 

1 En mode pause a l'enregistrement, appuyer a 
trois reprises sur la touche [TIMER INTERVAL 
REC]. 

•I'indication "INT" est affi(^ee dans le viseur. 

2 Appuyer sur la touche de mise en marche/ 
arret. 

Pour interrompre l'enregistrement a intervalle 

Appuyer sur la touche de mise en marche/arret pour annuler 
l'enregistrement k intervalle. 
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Automatic White Balance 
Adjustment (Cont'd) 

■ What is the Color Temperature of the Light 
Source? 

The color temperature of the light source is measured in Kelvin (K). 
The higher the Kelvin value is, the more bluish Is the light, the lower 
the value, the more reddish is the light. This is not directly related to 

the brightness. 

O Control range of the Auto White Balance 
Q Blue sky 
O Cloudy sky 
O '''V screen 
0 Sunlight 

0 White fluorescent lamp 

0 2 hours after sunrise or before sunset 

0 1 hour after sunrise or before sunset 
0 Halogen light bulb 

^ 30 minutes after sunrise or before sunset 

Incandescent electric light bulb 
0 Sunrise or sunset 
0 Candlelight 



Reglage automatique de I'equilibre 
du blanc (suite) 

■ Qu'est ce que la temperature de couleur de la 

source lumlneuse? 

La temperature de couleur de la source lumineuse est mesuree en 
kejvins (K). Plus la valeur en kelvins est ^lev^e. plus la source 
lumineuse a une teinte bleudtre; plus la valeur en kelvins est faible, 
plus la source lumineuse a une teinte rougedtre. Cette notion n'est 
pas directement relive k la brillance. 

O Gamme de contrdle de I'dqulllbre du blanc automatk^ue 

0 Ciel bleu 

0 Ciel nuageux 

0 £cran dun t6l6viseur 

0 Ciel claIr ensoleillS 

0 Lampe fluorescente blanche 

0 2 heures apres Vaube ou avant le crepuscule 

0 1 heure apres I'aube ou avant le crepuscule 
0 Lampe halogdne 

0 30 minutes apres I'aube ou avant le crepuscule 
0 Lampe eiectrique Incandescente 
0 A I'aube ou au crepuscule 
0 Chandeile 
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Manual White Balance Adjustment 

■ If there is only one light source: 

1 Attach the Lens Cap to the Lens. 

2 Set the Mode Selector Switch to "MANUAL". 

3 Keep the [T] Zoom Button pressed until the 
screen in the VIewfinder becomes completely 
white. 

4 Keep the [W.B] Button pressed for more than 
1 second. 

The following Indications in the Viewfinder inform about the 
state of the adjustment: 

O " i^*^ *' flashes slowly Not adjusted 

Q " tAi " flashes rapidly During adjustment 

© " is lit Adjustment Is finished 

The Movie Camera is now ready for recording. 

■ Automatic Recall of the Previous White Balance Setting 
•After turning the Movie Camera off and later on again, the " lAi " 

IrKlication flashes slowly, however, the last previous white 
balance setting is still maintained. 

However, to ensure the best possible color reproduction, adjust 
the white balance again, 

The last previous white balance setting is also maintained after 
pressing the [© /- CAMERA SEARCH] Button to confirm the 
end of the previously recorded scene. 
But after removing the Battery Padk (or disconnecting the AC 
Adaptor from the Movie Camera) the last previous white balance 
setting is no longer maintained. 
•When moving the Movie Camera from indoor to outdoor or vice 
versa, be sure to adjust the white balance, as the color of the 
light has changed considerably. 
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Reglage manuel de l%qullibre du 
blanc 

■ Avec une seule source lumlneuse: 

1 Placer le capuchon sur Tobjectif. 

2 Regler le s^lecteur de mode ^ la position 
"MANUAL". 

3 Malntenir une pression sur cette touche [T] 
jusqu'a ce I'^cran du viseur devienne 
compldtement blanc. 

4 Maintenir une pression sur la touche [W.B] 
pendant plus d'une seconde. 

Les indications suivantes qui apparaissent sur I'^cran du 
viseur donnent des informations sur le rdglage en cours: 

O " eAi " clignote lentement — Non r6gld 

0 " lAs " clignote rapidement . . Reglage en cours 

Q " iAi"6clair§ R6glage terming 

Le camescope est maintenant prdt pour la prise de vues. 

■ Rappel automatique du rdglage ant6c6dent de i'Aquilibre 
du blanc 

•Aprds avoir coup6 le contact sur le camescope et I'avoir rdtabll 
ensuite, I'indication " bAi " clignote lentement; le dernier rdglage 
fait est toutefois mainfenu. 

Toutefois, pour assurer la meilleure reproduction des couteurs 
possible, proc6derde nouveau au reglage de I'^quilibre du blanc. 
Le dernier reglage fait est egalement maintenu apres I'utilisation 
de la touche reperage ( g) /- CAMERA SEARCH) servant a 
verifier (a fin de la derniere sequence enregistr6e. 
Cependant, le dernier reglage n'est pas maintenu si le bloc- 
batterie est enieve du camescope ou si I'adaptateur secteur est 
d^branche. 

•Lorsque le camescope est d6plac6 de I'interieur vers I'ext^rieur, 
ou vice versa, s'assurer de proceder de nouveau au reglage de 
rgquilibre du blanc, 6tant donne que la couleur de la source 
iumineuse change c(Misiderablement. 
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Manual White Balance Adjustment 
(conVd) 

■ If there are several light sources or if the 
illumination Is weak (indoors, etc.): 

1 Set the Mode Selector Switch to "MANUAL". 

2 Remove the Lens Cap. 

3 Point the Movie Camera at white paper or at 
another white object. 

4 Keep the [T] Zoom Button pressed until the 
screen in the Viewf inder becomes completely 
white. 

5 Keep the [W.B] Button pressed for more than 
1 second. 

The following indications in the Viewfinder inform about the 
state of the adjustment: 

O " lAi ■■ flashes slowly Not adjusted 

0 " iA3 ■■ flashes rapidly During adjustment 

0 " tAj " is lit Adjustment is finished 

The Movie Camera is now ready for recording. 

■ To Change Back to the Auto White Balance Adjustment 

Mode... 

Press the [W.B] Button briefly. The " tAi " Indication in the 
Viewfinder disappears. 



Reglage manuel de Vequilibre du 
blanc (suite) 

■ Avec plusieurs sources lumineuses ou si 
l'6clairage est faible (d I'lnt6rleur, etc): 

1 R^gler le s^lecteur de mode ^ ia position 
"MANUAL". 

2 Enlever le capuchon de I'objectlf. 

3 Pointer le camescope vers du papier blanc ou 
tout objet blanc. 

4 Malntenir une pression sur la touche [T] 
jusqu'a ce t'^cran du viseur devienne 
completement blanc. 

5 Malntenir une pression sur la touche [W.B] 
pendant plus d'une seconde. 

Les indications suivantes qui apparaissent sur I'Scran du 
viseur donnent des informations sur le r6glage en cours: 

Q " bP^ " clignote lentement — Non rSgld 

Q " " clignote rapidement . . R6glage en cours 

0 " iAj " 6clair6 R6glage termin6 

Le camescope est maintenant prSt pour la prise de vues. 

■ Pour revenir au mode automatique de rdglage de i'^qulllbre 
du blanc... 

Appuyer brievement sur la touche d'6quilibre du blanc [W.B]. 
L'indication " lAi " disparait. 
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Automatic Focus Feature 

■ No operation is necessary 

This Movie Camera focuses automatically on almost all subjects. 

When the "MF" Indication Q is not displayed in the 
Viewfinder, the Movie Camera is In the auto focus mode. 
("MF" means Manual Focus) 

•The focus will automatically be adjusted to the subject in the 
center of the Viewfinder. 

■ When the "MF" Indication is displayed in the Viewfinder 

o 

Press the [FOCUSl Button or set the Mode Selector switch to 

"AUTO" to activate ttie Auto Focus Mode. 

•The "MF" Indication in the Viewfinder disappears Q. 

In the following recording situations, the Auto Focus Mode may not 
provide satisfactory results; use the Manual Focus Mode instead. 

0 Shiny surfaces. Subjects with backlighting or a lot of light 
reflection. 

® A subject behind dirty glass. 

@ A subject with a part of it near the Movie Camera and another 
part far away from it. 

(§) A flat surface, e.g. a while wall. 

® A subject with horizontal stripes. 

(§) An oblique subject. 

Others: 

— A fast-moving subject. 

—A subject with a dark surface. 

— When using the Macro Close-up Function, special lenses, etc. 
Note: 

When zooming from wide-angle toward telephoto, the subject may 
slightly go out of focus depending on the recording condition. 
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Mise au point automatique 

M Aucune fnanipulation n'est n^cessaire 

Ce camescope precede automatiquement a la mIse au point sur la 

plupart des objets. 

SI I'indicatlon "MF" Q "'^8* P^s affich^e dans le viseur, 
I'appareil est en mode automatique de mlse au point. 
("MP' signlfie mlse au point manuelle) 
•La mise au point se fait automatiquement sur le sujet au centre du 
viseur. 

■ SI I'indication "MF" est affichee dans le viseur 0 
Appuyer sur la touche de mise au point [FOCUS] ou r^gler le 
s^lecteur de mode a la position "AUTO" pour activer le mode 
automatique de mise au point. 
•L'indication "MF" disparait Q. 

Dans les conditions de prise de vues suivantes, le syst^me de 

mise au point automatique peut ne pas fournrr des resultats 
satisfaisants. Le cas 6cheant, utiliser le mode manuel de mise au 
point. 

® Prise de vues sur une surface brillante ou sur des sujets 
eclaires en contre-jour ou avec beaucoup de reflection. 

® Prise de vues d travers une fendire poussi^reuse. 

(3) Prise de vues d'une scene dont une partie du sujet est 
rapprochee du camescope et I'autre partie en est eloignee. 

@ Prise de vues sur un sujet plat, tel un mur blanc. 

(§) Prise de vues sur un sujet pr^sentant des lignes horizontales. 

(§) Prise de vues sur un sujet ptac6 h angle oblique. 

Autres: 

—Prise de vues sur un sujet se deplagant rapidement. 
—Prise de vues sur un sujet tres sombre. 
— Prise de vues avec fonction macro ou avec des objectifs 
sp6ciaux. etc. 



Remarque: 

Lors de I'utilisation du zoom avant, depuis le grand-angulaire au 
mode teleobjectif , la mise au point peut se der^gler legerement 
selon les conditions de prise de vues. 
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Manual Focus Feature 

1 Set the Mode Selector Switch to "MANUAL'*. 

2 Press the [FOCUS] Button. 

•The "MF" Indication appears in the Viewfinder Q. 

3 Press the [T] Zoom Button to zoom In on the 
subject to t>e focused. 

4 Turn the Focus Ring to adjust the focus. 

5 Press the [W] Zoom Button to zoom back as 
desired. 

■ To Change back to the Auto Focus Mode.. . 

Press the [FOCUS] Button or set the Mode Selector Switch to 

"AUTO". 

•The "MF" Indication disappears in the Viewfinder. 
Note: 

When using the Manual Focus Mode, always adjust the lens with 
the Zoom [T] Button in the maximum tele setting. 
This will ensure that the subject remains precisely focused 
throughout the zoom range from the maximum tele to maximum 
wide-angle setting. 



Mise au point manuelle 

1 R^ler le s^lecteur de mode d la position 
"MANUAL". 

2 Appuyer sur la louche [FOCUS]. 
•L'indication "MF" est affich6e dans le viseurQ- 

3 Appuyer sur la touche [T] pour effectuer un 
zoom avant sur le sujet. 

4 Tourner la bague de mise au point pour r6gler 
la miseau point. 

5 Appuyer sur la touche [W] pour effectuer un 
zoom arriere. 

■ Pour revenir au mode automatique de mise au point... 
Appuyer sur la touche de mise au point [FOCUS] ou regler le 
sSlecteurde mode a la position "AUTO". 
•L'indication "MF" disparatt. 

Remarque: 

Lors de la mise au point manuelle. toujours regler la mise au point 
avec I'objectif placd ^ la position extreme (t6le) en utilisant la 
touche [T]. 

Le sujet pourra §tre ainsi toujours au point sur toute la gamme de la 
locale. 
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Inserting a Still Picture with a Wipe 

Effect (Digital Wipe) 

■ Inputting a Still Picture Into the Memory 

When the Movie Camera is in the recording pause mode: 

1 Push the [DIGITAL MODE SELECT| Switch 
downwards. 



d Press the [WIPE] Button. 

•Press this button while aiming the Movie Camera at the 

scene to be used for the still picture. 
•The image in the Viewfinder stands still for approx. 

2 seconds and this still picture is input into memory. 

■ Starting to Record a Scene with the Still Picture 

In the recording pause mode: 

3 Press the [START] Button. 

•The still picture from the memory replaces the moving 

picture gradually, starting from the left side. 
•The Movie Camera should be aimed at the scene, which is 

to be shot following the recording of the still picture. 

4 Press the Start/Stop Button. 

•The still picture from the memory is now being recorded. 



O Press the [START] Button again. 

•The moving picture again replaces the still picture gradually, 
starting from the right side, and the recording of the moving 
picture continues. 

■ Canceling the Digital Wipe Function 

Slide the Digital Mode Selector Switch up. 



Insertion d'une image fixe avec 
effet de balayage au montage 

(balayage num^rique) 

■ Enregistrement en m^moire d'une image fixe 

Placer le camescope en mode pause a I'enregistrement: 

1 Pousser le selecteur [DIGITAL MODE 
SELECT] vers le t>as. 

2 Appuyer sur la touche [WIPE]. 

•Appuyer sur cette touche pendant que le camescope est 
pointy sur le sujet devant sen/irpour I'enregistrement de 
I'image fixe. 

•L'image dans le viseur demeure fixe pendant environ 
2 secondes puis est enregistr^e en memoire. 

■ Pour commencer une prise de vues avec 
I'image fixe 

Placer le camescope en nwde pause k I'enregistrement: 

3 Appuyer sur la touche [START]. 

•L'image fixe en memoire remplace gradueltement I'image 
dans le viseur, en partant de la gauche de I'ecran. 

•Le camescope doit etre points sur le sujet devant gtre 
enregistrd apres l'image fixe. 

4 Appuyer sur la touche de mise en marche/ 
arr§t. 

•L'image fixe en memoire est alors enregtstree. 

5 Appuyer de nouveau sur la touche [START], 

•L'image r6elle remplace graduellement l'image fixe, k partir 
de la droite de I'ecran, et la prise de vues se poursuit. 



■ Pour annuler la fonction de balayage num^rique 

Paire glisser le selecteur de mode numerique vers ie haut. 
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Fading Over or Superimposing a 
Still Picture onto a Moving Picture 

(Digital image Mix) 

■ Inputting a Still Picture into Memory 

When the Movie Camera is in the recording pause mode: 

1 Push the [DIGITAL MODE SELECT] Switch 
downwards. 



C. Press the [MIX] Button. 

• Press (his button while aiming the Movie Camera at the 

scene to be used for the still picture. 
•The image in the Viewfinder stands still for approx. 

2 seconds and this still picture is input into memory. 

■ Starting to Record a Scene with the Still Picture 

In the recording pause mode: 
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Fondu ou surimpression d'une 
image fixe sur Vimage en 

mOUVement (melange numerique) 

■ Enregistrement en mdmoire d'une image fixe 

Placer le camescope en mode pause a I'enregistrement: 

1 Pousser le selecteur [DIGITAL MODE 
SELECT] vers le bas. 

2 Appuyer sur la touche [MIX]. 

•Appuyer sur cette touche pendant que le camescope est 
point6 sur le sujet devant sen/ir pour I'enregistrement de 
{'image fixe. 

•L'image dans le viseur demeure fixe pendant environ 
2 secondes puis est enregistr6e en memoire. 

■ Pour commencer une prise de vues avec 
l'image fixe 

Placer le camescope en mode pause ^ I'enregistrement: 



O Press the [START] Button. 

•The still picture from the memory replaces the moving 

picture gradually. 
•If this button is pressed for 2 seconds, the still picture 

appears superimposed onto the moving picture. 
•The Movie Camera should be aimed at the scene, which is 

to be shot following the recording of the still picture. 

4 Press the start/Stop Button. 

•The still picture from the memory is now being recorded. 



O Press the [START] Button again. 

•The moving picture again replaces the still picture gradually, 
and the recording of the moving picture continues. 

• If the [MIX] Button was pressed for 2 seconds to 
superimpose the still picture, the superimposed still picture 
will disappear, and the recording of the moving picture alone 
continues. 

■ Cancelling the Digital Mix Function 

Slide the Digital Mode Selector Switch up. 



o Appuyer sur la touche [START]. 

•L'image fixe en memoire remplace graduellement l'image en 

mouvement dans le viseur. 
•Si la touche est maintenue enfonc^e pendant 2 secondes, 

l'image fixe apparait en surimpression sur l'image en 

mouvement, 

•Le camescope doit etre points sur le sujet devant etre 
enregistrd aprds l'image fixe. 

4 Appuyer sur la touche de mise en marche/ 
arret. 

•L'image fixe en memoire est alors enregistree. 

5 Appuyer de nouveau sur la touche [START]. 

•L'image r6elle remplace graduellement l'image fixe et la 
prise de vues se poursuit. 

•Si la touche melange [MIX] a 6t6 maintenue enfonc6e 
pendant 2 secondes, pour que l'image fixe apparaisse en 
surimpression sur l'image en mouvement, l'image fixe 
disparaTt et la prise de vues se poursuit sur l'image r^elie en 
mouvement. 

■ Pour annuler la fonction de melange numerique 

Faire glisser le s6lecteur de mode numerique vers le haut. 
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Playback 

The recorded tape can be played back in the Viewf inder or on a 
connected TV set. 

■ How to Play Back in the Viewfinder 
(Playback from the Beginning of the Tape) 

1 Turn the Movie Camera on. 

2 Slide the [CAMERAA^CR] Selector Cover to 
"VCR". 

3 Press the [REW/(^] Button. 

•The tape will stop automatically when it reaches its 
tjeginning. 



Lecture 

La cassette ayant servre a Tenregistrement peut §tre lue sur I'^cran 
du viseur ou sur un t^t^viseur raccordd au camescope. 

■ Pour effectuer la lecture des Images sur I'dcran 

du viseur 

(Lecture effectu^e depuis le d^but de la cassette) 

1 Etabllr le contact sur le camescope. 

2 Gllsser le s^lecteur [CAMERA/VCR] k "VCR". 

3 Appuyer sur la touche [REW/@]. 

•Le rut>an se rebobine jusqu'au ddbut. 



4 Press the [PLAY] Button. 

•The playback starts. 

The Playback Indication ">" 0 appears in the Viewfinder. 
•The tape will be rewound automatically when it reaches its 
end. 

•When the [SPEAKER ON/OFFj Switch is set to "ON", the 
sound can be heard from the built-in speaker. 

•To monitor the playback sound, connect stereo headphones 
via the supplied Headphone Connection Cable Q to the 
Audio Output Jacks. 

(During the recording, you can also monitor the sound being 
recorded.) 

■ To Stop the Playback... 
Press the jSTOP) Button. 



4 Appuyer sur la touche [PLAY]. 

•La lecture debute. 

L'indication "f>" 0 apparait dans le viseur. 
•Le ruban est automatiquement rebobin6 en fin de bande. 
• Lorsque I'interrupteur [SPEAKER ON/OFF] est en circuit, il 

est possible d'entendre le son par le haut-parleur incorpor6. 
•Pourcontrdler le son de lecture, raccorder le casque 

d'dcoute stereo aux prises de sortie audio par I'interm^iaire 

du fil de raccordement du casque d'dcoute 0 fourni. 

(Pendant la prise de vues, il est aussi possible de oontrfiler 

le son en cours d'enregistrement.) 

■ Pour arreter la lecture. . . 
Appuyer sur la touche arr£t [STOP]. 
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Playback (confd) 

■ How to Adjust the Tracking 

If the picture is distorted by noise bars during playback, the tracking 
needs to be adjusted. 
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Lecture (suite) 

■ Reglage du pistage 

Lorsque I'lmage est parasitde, comme dans I'illustration d-dessus, 
il est nScessaire de r6gler le pistage. 



1 Press both the [< TRACKING] and 
[TRACKING ►] Buttons simultaneously. 

2 Eliminate any noise bars by adjusting the 
tracking with the [< TRACKING] or 
(TRACKING ►] Button. 

•When playing back a video cassette which has been 
recorded on another movie camera or video tape recorder, it 
may not be possible to completely eliminate these noise 
bars. 

■ How to Rewind or Fast>forward the Tape 

With the Movie Camera in the stop mode: 

1 Press the [©/FF] Button to wind the tape 
forward at high speed. 

•The tape will be rewound automatically when it reaches its 
end. 



1 Appuyer simultan^ment sur les touches 

[< TRACKING] et [TRACKING ►] du pistage. 

2 Eliminer les barres de IMmage en reglant te 
pistage avec la touche TRACKING] ou la 

touche [TRACKING ►]. 

•Lors de ta lecture d'un ruban dont I'enregistrement a ete 
effectud sur un autre camescope ou sur un magn^toscope, il 
est possible que les parasites de ('image ne puissent 6tre 
6limin6s compldtement. 

■ Rebobinage ou avance accel^r^e du ruban 
Placer le camescope en mode arrdt: 

1 Appuyer sur la touche [@/FF] pour faire 
avancer rapidement le ruban. 

•Le ruban est automatiquement rebobin6 en fin de bande. 



2 Press the [REW/Q] Button to rewind the 
tape at high speed. 

•The tape will stop automatically when it reaches its 

beginning. 



2 Appuyer sur la touche [REW/[^] pour 
rebobiner rapidement le ruban. 

•Le rebobinage du ruban cesse lorsque le ddbut de la 
cassette est attaint. 
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Playback (cont'd) 

During Normal Playback 

■ For Cue Playback 

1 Keep pressing the [®/FF] Button. 

•The Fast Forward/Cue Mode Indication "»" O appears 

in the Viewftnder. 

■ For Review Playback 

2 Keep pressing the [REW/@] Button. 

•The Rewind/Review Mode Indication " «" 0 appears in 

the Viewfinder. 

■ For Still Playback 

3 Press the [PAUSE] Button. 

•The Still Mode Indication "II" O appears in the Viewfinder. 

■ For Still Advance Playback 

(During Still Playback) 

4 Keep pressing the [STILL ADV] Button. 

To Resume Normal Playback 

Press the [PAUSE] Button again. 

If the Movie Camera is left in the Still Playback Mode for about 

5 minutes, it will switch over to the stop mode, to protect the tape 
and the video heads. 

Note: 

The sound will be played back only during nonnal playback. 



Lecture (suite) 

En mode normal de lecture 

■ Lecture avec reperage 

1 Malntenir une pression sur la touche [@/FF]. 

• L'indication du mode avance acc6l6ree/rep6rage "»" Q 
est affichee dans le viseur. 

■ Lecture avec revision 

2 Maintenir une pression sur la touche [REW/ 

Ol. 

•L'indication du mode rebobinage/rdvision " «" O 
affichde dans le viseur. 

■ Arret sur image 

3 Appuyer sur la touche [PAUSE]. 

•L'indication du mode arret sur image "i I" Q est affichee 
dans le viseur. 

■ Avance image par image 

(Durant un arrdt sur image) 

4 Maintenir une pression sur la touche [STILL 
ADV]. 

Pour reprendre la lecture normale 

Appuyer de nouveau sur la touche pause. 

SI le camescope est Iaiss6 en mode arrgt sur image pendant plus 

de cinq minutes, II passe automatiquement en mode arr§t afin de 

proteger le ruban et les tdtes viddo. 

Remarque: 

La trame sonore ne peut 6tre entendue que pendant la lecture en 

mode normal. 
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Copying (Dubbing) 

■ Connections 

1 Connect the Movie Camera to a VCR. 

Using the Supplied S-Video Cable and Audio/Video Cable 

I Movie Camera I | Video Cassette Recorder] 

S- Video Output Jack O ^S- Video Input Jack Q 

Audio Output Jack (L) O ^ Audio Input Jack (L) Q 

Audio Output Jack (R) O ^ Audio Input Jack (R) O 

Video Output Jack 0 ^ Video Input Jack O 

Note: 

Use either the S-Video Cable or Video Cable to connect the Movie 
Camera to the TV set. 

■ Operations 

I Movie Camera I 

1 . Insert a recorded video cassette 
into the Movie Camera. 

2. Press the [PLAY] Button (and if 
necessary the (lEyFF] or [REW/ 
@] Button to locate the scene 
from where the dubbing is to 
start). 

3. Press the jPAUSE] Button at 
the point where the dubbing is 
to start. 

6. Press the (PAUSE) Button to 

start the playback. 
8. Locate on the Movie Camera 

the beginning of the next scene 

to be dubbed, and press the 

[PAUSE] Button at that point. 



•Repeat the operation steps 6 to 9 for each additional scene to tie 
dubbed. 



Video Cassette Recorder 
(VCR) 

4. Insert a video cassette with 
intact erasure prevention tab 
into the VCR. 

5. Press the Record Button to start 
recording. 

7. Press the Pause/Still Button at 

the exact position where the 

recording is to end. 

•The VCR is now in the 
recording pause mode. 
9. Press the Pause/Still Button 

again to resume recording. 



Duplication (doublage) 

■ Raccordements 

1 Raccorder le camescope avec un 
magnetoscope. 

utilisation du cdbie S-Video et du cable audio/video (incius) 

[Camescope] [Magn6toscope| 

Prise de sortie S-Vid6o O Prise d'entree S-Vid6o O 

Prise de sortie audio (L) 0 m~ Prise d 'entree audio (L) 0 

Prise de sortie audio {R) Q ^ Prise d'entr6e audio (R) 0 

Prise de sortie video O ^ Pi'ise d'entree vid6o O 

Remarque: 

Utiliser soit le cable S-Video soil le cable video pour raccorder le 
camescope au t6leviseur. 

■ Fonctlonnement 



I Camescope I 

1 . Insurer une cassette vid^o 
contenant un enregistrement 
dans le camescope. 

2. Appuyer sur la louche [PLAY] 
(si ndcessaire, appuyer sur la 
touche [O/FF] ou |REW/©] 
pour localiser la sc6ne precise 
oil doit d^buter la duplication). 

3. Appuyer sur la touche [PAUSE] 
a I'endroit oCj doit d^buter la 
duplication. 

duplication. 

6. Appuyer sur la touche [PAUSE] 
pour oommencer la lecture. 

8. Localiser, sur le camescope, le 
debut de la prochaine scdne a 
copier, puis appuyer sur la 
touche [PAUSE] d cet endroit. 



I Magnetoscope I 

4. Insurer une cassette vidto 
munie de sa languette de 
prevention d'effacement dans le 
magnetoscope. 

5. Appuyer sur la touche 
enregistrement pour 
commencer I'enregistrement. 

7. Appuyer sur la touche pause/ 

arrdt sur image a I'endroit exact 

ou doit se terminer 

I'enregistrement. 

•Le magnetoscope est 
maintenant en mode pause ci 
I'enregistrement. 
9. Appuyer de nouveau sur la 

touche pause/arr^t sur image 

pour reprendre 

I'enregistrement. 



•R^p^ter les Stapes 6^9 pourchaque scene devant 6tre copide. 
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Insert Editing 



Replacing pictures on a recorded tape with new scenes. (The 
original sound remains.) 



1 Press the [PLAY] Button. 

2 Press the [PAUSE] Button. 

•play back the tape to locate the point where the Insert 
Editing is to finish, and press the Pause Button at that point. 

3 Press the [RESET] Button. 

4 Press the [MEMORY/DISPLAY] Button. 
•The indication "M 0000" appears in the Viewfinder. 

5 Press the [REW/@] Button. 

•Rewind the tape to locate the point where the Insert Editing 
is to start, and release the button at that point. 

6 Press the [INSERT] Button. 

7 Press the [PAUSE] Button again. 
•The Insert Editing starts. 

The Insert Editing will automatically finish at the point where the 
counter indicates "M 0000". 

•To stop the Insert Editing midway, press the Pause Button. 

■ When playing back a cassette tape on which insert editing 

has been performed... 
Use the [Hi-Fi/MIX/NORMAL] Switch 0 to select the sound to be 
played back. (See page 23.) 



Montage par insertion 

Cette fonction permet de remplacer les images d une cassette par 
de nouvelles scenes (la trame sonore originale demeure). 

1 Appuyer sur la touche [PLAY]. 

2 Appuyer sur la touche [PAUSE]. 

• Effectuer la lecture pour localiser Tendroit ou doit se 
terminer le montage par insertion, puis appuyer sur la 
touche pause h I'endroit prdvu. 

3 Appuyer sur la touche [RESET]. 

4 Appuyer sur la touche [MEMORY/DISPLAY]. 

•L'indication "M 0000" appar^ dans le viseur. 



O Appuyer sur la touche [REW/Q]. 

•06termirter, d I'aidede la touche rebobinage. I'endroit oO 
doit commencer le montage par insertion. Degager la 
touche & I'endroit prdvu. 

6 Appuyer sur la touche [INSERT]. 

T Appuyer de nouveau sur la touche [PAUSE]. 

•Le montage par insertion debute. 

Le montage par insertion se termine approximativement k I'endroit 
ou le compte-tours atteint "M 0000". 
•Appuyer sur la touche pause pour interrompre le montage par 
insertion avant lafin pr^e. 

■ Pour faire la lecture d'une cassette avee montage par 
insertion... 

Utiliser le s6lecteur de mode audio [Hi-Fi/IVIIX/NORMAL] O pour 
s^lectionner le son de la lecture. (Voir page 23.) 
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Audio Dubbing 



Audio Dubbing can be performed by using the built-in microphone 
or an external microphone. 



Doublage audio 



Le doublage audio peut etre effectue en utiirsant le micro incorpore 
du camescope ou un micro externe. 



I Insert the recorded cassette. 

•Insert a video cassette with intact tab. 
If the tab is removed, cover the hole with adhesive tape. 
(See page 20.) 

2 Press the [PLAY] Button. 

•Play back the tape to locate the point where you want to start 
the Audio Dubbing. 

3 Press the [PAUSE] Button. 

4 Press the [A.DUB] Button. 

5 Start the audio source unit. 

6 Press the [PAUSE] Button again. 
•The Audio Dubbing starts. 

7 Press the [STOP] Button. 

•The Audio DuU)ing stops. 

■ When playing back a cassette tape on which the audio 

dubbed... 

Use the [Hi-Fi/MIX/NORM AL] Switch O to select the sound to be 

played back, (See page 23.) 



I Inserer une cassette video contenant un 
enregistrement. 

• S 'assurer que la cassette est munie de sa languette de 
prevention d'effacement. 

Si la languette a ete enlev^e, recouvrir te trou avec un ruban 

adhesif. 

(Voir page 20.) 

2 Appuyersurlatouche[PLAY]. 
•Effectuer Ja lecture afin de determiner I'endroit ou doit 

commencer te doublage audio. 

3 Appuyer sur la touche [PAUSE]. 

4 Appuyer sur la touche [A.DUB]. 

5 Mettre en marche Tappareil fournissant la 
source audio. 

6 Appuyer de nouveau sur la touche [PAUSE]. 

•Le doublage audio debute. 

7 Appuyer sur la touche [STOP]. 

•Le doublage audio se termlne. 
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VITC Signals 

This Movie Camera is equipped with a built-in VITC Generator and 
it automatically records VITC signals (Vertical Interval Time Code), 
it can count up continuously from 0 to a maximum of 24 hours. 
Using a VITC Editing Controller System, cassette tapes recorded 
with VITC signals can be edited more conveniently and with trame- 
by-trame precision. 

Note: 

For actual editing, refer to the Operating Instructions of the VITC 
Editing Controller System. 

•A built-in lithium battery ensures that the last time code value 
reached before the recording was interrupted is always retained 
in memory. Thus when camera recording is resumed later, the 
time code sequence continues from the point where it was halted, 
even if the Movie Camera was switched off. 

• Resetting the Time Code is performed by momentarily ejecting 
the cassette tape and pressing the Recording Start/Stop Button. 

Cautions for Recording with VITC Time Code 

To ensure that the desired scenes can be found during editing, the 
time code must be recorded continuously without any gaps. 

1 . Provide a black leader portion at the beginning of each video 
cassette by leaving the Lens Cap on the Lens and starting to 
record. Continue recording like this for at least 20 seconds. 

2. Each time you start the Movie Camera, small jumps may 
appear in the time code. These jumps would make editing of the 
first frames of a scene difficult. Therefore, get into the habit of 
always starting the camera approx. 5 seconds before the 
actions you wish to record actually start. 

3. Do not wind the tape in the video cassette f onwards or 
backwards after taking a shot. The successive shots must be 
recorded in continuous sequence. 

4. Do not use the Camera Search or Rec Review Function. 

5. Never make new recordings over parts of a previously recorded 
video cassette. 



Les signaux VITC 

Ce cam6scope est 6quip6 d'un g6n6rateur VITC incorpor6 et 
enregistre automatiquement les signaux VITC (Codes temporels 
d'intervalles verticaux). Ce g6nerateur VITC peut compter 
continuellement de 0 jusqu'd 24 heures au maximum. A t'atde de la 
table de montage VITC, il est possible de faire des montages tr^s 
pr6cis a une image pres, avec les cassettes enregistr6es avec les 
signaux VITC. 

Remarque: 

En ce qui concerne l'op6ration de montage, se reporter aux 
instructions du g6n6rateur VITC. 

• Une pile au lithium incorporee assure que le dernier code 
tempore! enregistr6 avant une interruption reste m6moris6. 
Lorsque Ton reprend I'enregistrement, la comptabiltsation des 
codes temporels reprend done d i'endroit ou elle a 6t6 
interrompue, m&me si le camescope est mis hors circuit. 

• Pour remettre le code temporel h z6ro, 6jecter temporairement la 
cassette video et appuyer sur la louche de mise en marche/arret. 

Informations relatives d i'enregistrement avec code temporel 

Le code temporel doit continuellement etre enregistr6 sans 
interruption si Ton souhaite retrouver ais6ment une sequence lors 
de la lecture. 

1 . Au d6but de chaque cassette. pr6voir une amorce noire. 
Laisser le capuchon sur I'objectif et enregistrer ainsi pendant 
20 secondes au moins. 

2. Chaque fois que Ton met le cam6scope sous tension, le code 
temporel peut subir un I6ger d6calage qui rend la lecture des 
premidres images film^es difficile. Prendre done I'habitude de 
commencer I'enregistrement 5 secondes avant de commencer 
la sc6ne que Ton souhaite effectivement filmer. 

3. Eviter d'avancer ou de rebobiner la bande apr^s chaque prise 
de vues. Les sequences doivent etre en registries les unes a la 
suite des autres. 

4. Ne pas utiliser la fonction de recherche sur camera ou de 
visualisation des scenes enregistrees. 

5. Ne jamais filmer une nouvelle s^uence sur une cassette dijd 
enregistree. 
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■ How to Reset the VITC Counter Value 

To reset the VITC counter to zero before you start recording: 
1 Turn the Movie Camera on. 



Press the [TAPE EJECT] Button. 

The Cassette Compartment Cover opens. 



Press the Start/Stop Button. 

This resets the VITC Counter to zero. 

To start recording, insert a cassette, close the Cassette 

Compartment Cover and press the Start/Stop Button. 



■ Comment remettre la valeur du compteur VITC 

Pour remettre le compteur VITC k zero avant de commencer d 
filmer: 



1 



Etabllr le contact sur le camescope. 



2 Appuyer sur la touche [TAPE EJECT]. 

Le couverde du compartiment de cassette s'ouvre. 



Appuyer sur la touche de mise en marche/ 
arrdt. 

Le oompteur VITC est alors remis d zdro. 

Pour enclencher la prise de vues, Insurer une cassette, 

refermer le couverde du compartiment de cassette et 
appuyer sur la touche de mise en marche/arret. 
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These indications are displayed in the Viewflnder to inform you about the Ces indications sont affictides dans Ie viseur afin d'inlormer I'utllisateur de 

conditions of ttie Movie Camera. I"6tat du camescope. 



0 When coTKlensatlon has formed inside the t^ovie Camera, the "OEW" 
Indication Hashes and a few seconds later, the Movie Camera will tum 
itself off. 

Press the [TAPE EJECT] Button, remove the video cassette arxl wait 
until ttie "DEW" Indication disappears. 

@ Video Head Clogging. 

Consult qualified service personnel. 
(See page 58.) 

^ The " — " Indications begin to disappear one after another as the power 
of the Battery Pacl< weakens 

When the last bar has disappeared, the Battery Indication "<^ " will 
flash. 

When a Battery Pack is inserted, this indication initially always shows 
"E p*. regardless of the Battery Pack's charging condition. 

Q There is no video cassette inside, or the tab of the inserted video 
cassette is broken out. 

The indication flashes to warn that recording is not possible. Insert a 
video cassette with intact tab. If the tab is broken out, seal the hole with 
adhesive tape. 

0 When the Lithium Battery (for the AuJo Date Function, etc.) is exhausted, 
this indication will flash for 10 seconds after the Movie Camera has been 
turned on. 



O Lorsque de la condensation se forme d TintSrieur du camescope, 
I'irKlication "DEW" clignote, et queiques secondes apris. Ie contact se 

coupe automatiquement. 

Appuyer sur la touche d'djection de la cassette, retirer la cassette et 
attendre jusqu'^ ce que ('indication "OEW" disparaisse. 

@ Encrassementdestdtesvid^o. 
Consulter un personnel qualif i6. 
(Voir page 58.) 

0 Les indications " commencent d disparaltre I'une apr6s ('autre k 
mesure que la charge du bloc-batterie s'6pui$e. 
Lorsque Ie dernier tiret a dtsparu, I'indication " dignole. 
Lorsqu'un bloc-batlerie est (ns6r6, I'indication initole montre toujours 
"E F*. peu importe la charge du bloc-liatterie. 

Q II n'y a pas de cassette dans I'appareil, ou la cassette insdrte n'est pas 
munie de sa languette de pr6vention d'effacement. 
L'indication clignote afin d'informer I'utilisateur que la prise de vues est 
impossible. Insurer una cassette munie de sa languette, ou recouvrir Ie 
trou avec un niban adhteif. 

0 Lorsque la pile au lithium (pour maintien automatique de la date) est 
6puis6e, cette indication clignote pendant 10 secondes apres 
I'dtablissement du a}ntact. 



0 During recording; The tape has reached its end. Replace the video 
cassette with a new one whose tab is intact. 



0 it appears tew seconds while an index signal is being recorded. 



0 Durant une prise de vues: Le ruban est rendu en fin de bande. 

Remplacer la cassette par une nouvelle cassette munie de sa languette. 



O Cette indication apparart quelques secondes lors de I'enregistrement 
d'un signal d'irKJex. 
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Precautions 

Please read these cautions before operating the Movie Camera 
and its accessories. 



Video Head Clogging 

The video heads are the means by which the Movie Camera places 
picture signals on the tape during recording, and reads picture 
signals from the tape during ptayt>ack. If these heads become dirty 
and clogged from long use, the signals can no longer be recorded 
or played back con-ectly. This is the case, if the sound of a tape 
during playback is reproduced normally, but the picture is not 
visible or greatly distorted. When such symptoms occur, have the 
Movie Camera checked by qualified service personnel. 
This Movie Camera is equipped with Head Clogging Detection. 
When the heads are clogged, the " O " Indication in the Viewfinder 
will appear. As the accumulation of dirt on the heads may be 
dislodged by the movement of the tape, it is possible that this 
indication sometimes appears, but may not reappear on the next 
recording start. 

The Head Clogging Detection will be activated when the shooting 
is started from the recording pause mode. However, it will not be 
activated when recording immediately after replacing the cassette 
and after playing back some part of the tape. 



If Condensation Forms Inside the Movie Camera 

Condensation (dew) forms when warm air comes in contact with a 
cold object, for example on a window in a heated room in winter. 
Condensation may also form in the Movie Camera and damage the 
tape and the video heads, if: 

•The Movie Camera is In a room where the heat has just been 
turned on. 

•The Movie Camera is in a room with steam or high humidity. 
•The Movie Camera is brought In from cold surroundings to a well- 
heated room. 

•The Movie Camera is suddenly brought from cool surroundings, 
such as an air-conditioned room or car, to a place which is hot 
and humid. 

•When condensation has formed inside the Movie Camera, the 
"DEW" Indication In the Viewfinder will flash and a few seconds 
later, the Movie Camera will turn itself off to protect the tape and 
the video heads. 

After a while, turn the Movie Camera on again and make sure that 
the "DEW" Indication is not displayed any more. Then, wait about 
1 hour before operating the Movie Camera again. Depending on 
the surrounding conditions, it may take several hours before the 
Movie Camera can be used again. 

•As condensation forms gradually, it may take about 
10-1 5 minutes before the Movie Camera turns itself off after a 
change of working environment. 

•In an extremely cold place, condensation may freeze and turn 
into frost. In this case, it may take quite some time for the frost to 
melt, turn into dew and evaporate. 

•When you bring the Movie Camera from a very cold place, e.g. 
the ski slopes, into a heated room, keep it in a tightly closed 
plastic bag or similar to prevent condensation from forming inside 
the Movie Camera. 



Precautions a observer 

Lire ces recommandations attentivement avant d'utiliser le 
camescope et ses accessoires. 



Nettoyage des tdtes vid^o 

Les tetes video servent a placer le signal image sur le ruban lors de 
I'enregistrement et a le lire lors de la lecture. Lorsqu'un usage 
prolong^ produit un encrassement des tgtes, it n'est plus possible 
d'enregistrercorrectement les images et celles-ci sont alors 
deformSes k la lecture. Dans un tel cas. la lecture produit des sons 
normaux mais les images sont absentes ou completement 
deformees. En presence de ce phenomene, confier la verification 
du camescope a un personnel qualifie. 
Ce camescope est dote de la f onction de detection de 
I'encrassement des tetes. Lorsque les tetes necessitent un 
nettoyage, indication " O " est affich^e sur I'^cran du viseur. 
Comme le mouvement du rut>an peut suffire & ddloger 
I'accumulation de r6sidus sur les tdtes, il est possible que cette 
indication soit affichto a quelques reprises et absente du viseur 
lors d'un enregistrement subsequent. 

La fonction de detection de I'encrassement des tetes est aclivee 
lorsqu'une prise de vues debute a partir du mode pause a 
I'enregistrement. Toutefois. cette fonction n'est pas activ6e apres 
le remplacement de la cassette, et apr6s I'utilisation de la fonction 
lecture. 



Formation de condensation ii I'lnterieur du camescope 

II y a formation de condensation lorsque I'air chaud entre en 
contact avec un objet froid. comme on peut I'observer sur une 
fendtre pendant I'hiver par exemple. 

La condensation peut egalement se former dans le camescope et 
endommager le ruban et les tetes video dans les cas suivants: 

• Le camescope se trouve dans une pidce oil le chauffage vient 
d'etre allume. 

• Le camescope se trouve dans une pi^ce ou I'atmosphdre est trds 
humide. 

•Le camescope est ddplacd d'un endroit frals a une pidce 
chauff^e. 

•Le camescope est soudainement d6pfac6 d'une piece ou d'une 

voiture climatisee vers une piece chaude et humide. 
•Lorsqu'i) y a formation de condensation dans le camescope, 
rindication "DEW" clignote sur I'ecran du viseur, et quelques 
secondes plus tard le contact se coupe automatiquement afin de 
prot^ger le ruban et les tetes video. 

Apres un certain laps de temps, etablir de nouveau le contact et 
s'assurer que rindication "DEW" n'est plus affichee. Attendre 
environ une heure avant d'utiliser le camescope. Selon les 
conditions ambiantes, II faut parfois attendre plusieurs heures 
avant que le camescope puisse fonctionner normalement. 

•Comme la condensation se forme graduellement, il se peut que le 
contact ne se coupe que 1 0 ou 1 5 minutes apres un changement 
brusque des conditions d'utilisation. 

•Si ta temperature est extremement froide. il se peut que la 
condensation se transforme en glace. Le cas echeant, ii peut 
s'dcouler davantage de temps avant que la glace fonde, se 
transforme en condensation puis s'6vapore. 

•Si le camescope est deplacS d'un endroit tres froid, comme une 
pente de ski, jusque dans une piece chauffee, ranger celui-ci 
dans un sac en plastique etanche afin de pr^venir la formation de 
condensation dans I'appareil. 
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Precautions for the Movie Camera 

In case of abnormal operation of this unit (e.g. if it emits smoke or 
some unusual smell), immediately stop the operation and consult 
qualified service personnel. 

■ Precautions for Use: 

•Do not disassemble or this unit. Some internal parts of this unit 
have high voltage. Disassembling is very dangerous and may 
cause serious damage to the unit. 

•Never put any objects inside. 
Never insert any metal objects through any of the openings 
(cassette compartment, etc.). If any liquid is spilled into the unit, 
immediately stop the operation and consult qualified service 
personnel. 

Operating the unit with some foreign matter inside may cause 
malfunction or electric shock. 

it children have access to this unit, special attention should be 
paid to this point. 
•Never aim the lens at the sun because this could cause 
permanent damage to the CCD image sensor. Such damage 
could manifest itself in reduced picture quality or could make 
recording altogether impossible. Attention stnould be paid to this 
point not only during recording but during other operations as 
well. 

•Never subject the unit to strong vibrations or shocks. 

Shocks during use may result in picture distortion. 
•Do not use this unit during a thunderstorm, especially not in a 

large open field, because this would be very dangerous. 

If used indoors during a thunderstorm, be sure to disconnect (he 

AC Adaptor from the mains outlet. 
•Never use this unit with the cassette compartment facing down, 

because this could cause uneven winding, slacking and damage 

to the tape. 

•Do not use the viewfinder as a carrying handle when transporting 
the unit. 



Precautions A prendre avec le camescope 

Si le fonctionnement de I'appareil semble anormal (de la fum6e ou 
une odeur inhabituelle s'en dchappe), couper imm^diatement le 
contact et consulter un centre de service qualifi6. 

■ Conditions d'utiilsatlon: 

•Ne pas d6monter cet appareil. Certaines pieces internes 
presentent des tensions elevtes. Le fait de demonter I'appareil 
peut s'av§rer dangereux et entrainer des dommages aux 
composants. 

•Ne jamais insurer un objet dans I'appareil. 
Ne jamais insurer un objet m6tallique ou matrere inflammable 
dans les ouvertures de I'appareil (compartiment a cassette, etc.). 
Si un liquide quelconque penetre dans I'appareil, cesser d'utiliser 
I'appareil et consulter un personnel qualifie. 
L'utilisation de I'appareil avec un objet stranger a I'interieur peut 
entratnerdes dommages et causer un choc 6lectrique. 
Porter une attention particulldre d I'appareil si de jeunes enfants y 
ont accds. 

•Ne jamais pointer le camescope directement vers le soleil afin 
d'eviter des dommages permanents au dispositii analyseur. La 
qualite des images pourrait alors etre reduite et la prise de vues 
rendue impossible. 

•Ne pas soumettre I'appareil k des vibrations excessives ou 
t'exposer a des chocs violents. De tels chocs pendant son 
utilisation peuvent entrainer une distorsion des images. 

•Ne pas utiliser I'appareil durant un orage electrique, surtout dans 
un grand espace ouvert. 

Si I'appareil est utilisd 6 1'lntdrieur pendant un orage Electrique. 
s'assurerde dSbrancher I'adaptateurc.a. de la prise de courant. 

•Ne jamais utiliser le camescope a I'envers, c'est-a-dire avec le 
compartiment de la cassette plac6 vers le bas, afin d'6viter que le 
defilement du ruban soit in^gal et que sa tension se relache. Le 
ruban pourrait etre endommage par un tel traitement. 

•Ne jamais transporter le camescope en le tenant par le viseur. 
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Precautions (cont'd) 

■ Precautions for Surroundings: 

•Do not use this unit in any place where water or other liquids 

could splash on it. 
•Do not operate this unit very near a TV set or radio. t}ecause this 

could negatively influence the picture and sound reception. 
•Keep this unit away from areas with strong electric fields, 

because they could impair the proper functioning of this unit and 

cause picture distortion. 

• Keep this unit away from objects emitting high temperature, such 
as heaters. 

• Do not insert video cassettes into the unit or tal<e them out in 
dusty places. 

•It is not possible to use this unit in the water. If it is accidentally 
dropped Into water (or some other liquid), disconnect it from the 
AC Adaptor, t^e it out of the water, and then consult qualified 
service personnel. 

■ Precautions for Connections: 

• Before connecting, confirm that all systems are turned off and 
that the connecting cables are not damaged. 

• Do not expose the connection cables to high temperatures, 
chemicals and objects with sharp edges; also do not bend the 
cables excessively. 

■ Precautions for Storage and Transportation: 

•Do not leave this unit in places exposed to direct sunlight (e.g. a 
closed car in summer) or near heaters. Excessive heat could 
deform the body or cause other damage to the unit. 

•The packing materials in which the unit is shipped are designed 
for optimum protection. Keep them for transporting the unit in the 
future. 

Store the unit and video cassettes away from magnetized objects 
such as toys containing motors and batteries. 
•Do not leave this unit in places with high temperature and high 
humidity such as in a closed car or in places with steam or oily 

smoke. 

If this unit is left in a damp place for a long time, mold could form 
on and damage the lens. 
•Do not leave this unit in contact with rubber or plastic products for 
a long time, because it could cause deformation and discoloration 
of the body. 

■ After Use: 

•8e sure to attach the Lens Cap. 

•When this unit is connected to the AC Adaptor, turn this unit off 

before unplugging the AC Adaptor. 
•When this unit is not going to be used for a longer period of time, 

remove the cassette before turning this unit off. 
•When the unit is not going to be used for a long period of time, 

turn the unit on occasionally to prevent malfunction. 



Precautions a observer (suite) 

■ Conditions amblantes: 

•Ne pas utiliser cet appareil h proximitd de I'eau. 

•Eloigner le camescope des tdl^viseurs ou radios. La proximity 

d'un t^l^viseurou d'une radio peut amoindrir la quality des 

images et du son. 
•I^loigner le camescope des champs diectriques intenses. La 

proximity de champs ^fectriques intenses peut d^former les 

images et empecher le bon fonctionnement de rappareil. 

• Eloigner le camescope des sources de chaleur, tels que les 
radiateurs. 

•Ne pas insurer ou ^jecter une cassette lorsqUe I'appareil se 

trouve dans un endrort poussiereux. 
•Cet appareil ne peut dtre utilise dans I'eau. Si I'appar^l est 

^chapp6 accidentetlement dans I'eau (ou autre liquide), le 

d^brancher de I'adaptateur c.a., le sortirde I'eau et consulter un 

personnel qualifid. 

■ Precautions t observer lors des raccordements: 
•Avant de proc6der aux raccordements, s'assurer de couper le 

contact sur tous les apparetls et verifier que les fils utilises ne sent 
pas endommagds. 
•Ne pas exposer les fits d des temperatures 6lev6es, k des 
produits chimiques et ne pas les placer prds d'objets pointus; ne 
pas plier les fits excessivement. 

■ Conditions de rangement et de transport: 

• Afin de preventr toute deformation au boitier, ou autre dommage 
k I'appareil, ^viter de laisser I'appareil expose aux rayons directs 
du soleil (par example, dans une voiture toutes vitres fermees en 
ete). Ne pas le laisser non plus pres de radiateurs. 

•Les cartons d'emballage dans lesquels rappareil est expedie 
servent & le proteger. Consen/er ces cartons pour transporter 
I'appareil uKerieurement. 

Ranger I'appareil et les cassettes video loin des objets 
magnetiques, tels que jouets comportant des moteurs ou des 
piles. 

•Ne pas laisser I'appareil dans un endroit ou la temperature et 
I'humidite sont elevees, comme dans une voiture fermee, ou 
dans un endroit renfermant des vapeurs ou des fum6es 
huileuses. 

Si I'appareil est laisse longtemps dans un endroit humide, de la 
moisissure peut se fonner et endommager I'objectif. 
•Ne jamais laisser un objet en vinyle ou en caoutchouc en contact 

avec I'appareil pendant une periode prolongee afin de prdvenir 
tout changement de couleur du boitier. 

■ Apres utilisation: 

•Couvrir Tobjectif avec le capuchon. 

•Si le camescope est raccorde a I'adaptateur c.a., couper le 

contact sur cet appareil avant de debrancher I'adaptateur c.a. 
•Si le camescope n est pas utilise pendant une periode prolongee, 

enlever la cassette video avant de couper le contact. 
•Si ie camescope n'est pas utilise pendant une periode prolongee, 

etablir le contact da temps en temps pour eviter toute 

deterioration de ses fonctions. 
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Precautions for the Battery Pack 

The function of the Battery Pack is based on a chemical reaction. 

Pay attention to the following points when using it. 

•If charged at low temperatures, the operation time of the Battery 

Pack becomes shorter. 
•For recharging, use the specially designed AC Adaptor only. 
•Charge the Battery Pacl^ within a temperature range of 

50°F-95'F (1 0°C-35°C). At higher or lower temperatures, the 

Battery Pack cannot be charged to its full capacity. 
• Do not recharge the Battery Pack when it is already fully charged. 
•If, in spite of normal recharging, the operation time of the Battery 

Pack becomes too short for practical use, the service life of the 

Battery Pack has reached its end. Replace it with a new one. 
•During operation of this unit or during recharging, the Battery 

Pack may become warm. However, this does not pose any 

prot>lem. 

•When the Battery Pack is not being used, remove it from the 

Movie Camera or the AC Adaptor. 
•Do not short-circuit ttie connectors nor disassemble the Battery 

Pack. 

•Do not throw the exhausted Battery Pack into a fire. 

■ Precautions for Storing the Battery Pack: 

•Do not store the Battery Pack in contact with metal objects 

because they could short-circuit the connectors of the Battery 

Pack and exhaust it. 
•Do not leave the Battery Pack in places with high temperature, 

e.g. on the dashboard of a car or other places exposed to direct 

sunlight. 



Precautions for the AC Adaptor 

•Before connecting the AC Adaptor to an AC wall outlet, confirm 
that the voltage on the rating plate matches your local AC main 
voltage. 

•When not using the AC Adaptor, unplug its main cable. 

•Do rrat use the AC Adaptor for any purposes other than supplying 

the unit with power and charging the Battery Pack. 
•When unplugging the main cable, pull it by the plug, not by the 

cable. 

•When listening to a radio while the AC Adaptor is in operation, the 
radio reception may be distorted. In this case, move the radio 
farther away from the AC Adaptor. 

• Do not place any heavy objects on the AC Adaptor. 

•Before cleaning the AC Adaptor, make sure that it is 
disconnected from the AC outlet. 



Precautions d observer concernant le bloc-batterie 

Le fonctionnement du bloc-batterie est bas6 sur une reaction 
chimique. Porter attention aux points suivants lors de Tutilisation 

d'un bloc-batterie. 

•Si le bloc-batterie est charg6 k basse temperature, son temps 

d'utilisation sera r^duit. 
•Pour la recharge, n'utiliserque I'adaptateur c.a. recommand6. 
•Charger le bloc-batterie a une temperature se situant entre ICC 

et 35°C. A des temperatures plus basses ou plus elevees que 

celles mentionn6es, le'bloc-batterle ne pourrait etre charg6 k 

pleine capacity. 
•Ne pas tenter de recharger le bloc-batterie s'il est ddjd 

completement charge. 
•Si, en d6pit d une recharge effectu6e normalement, la dur6e de 

charge du bloc-batterie devient trop courte, le bloc-battehe a 

probablement ddpassd la durde de vie pr^vue. Le remplacer par 

un nouveau bkx^batterie. 

•Pendant Tutilisation du camescope, ou pendant la recharge du 

bloc-batterie, il est normal que le bloc-batterie devienne chaud. 

Ce n est pas le signe d une d^fectuosite. 
•Lorsque le bloc-batterie n'est plus utilise, le retirerdu camescope 

ou de I'adaptateur c.a. 
•Ne pas court-drcuiter les bornes du bloc-batterie ou tenter de le 

demonter. 
•Ne pas jeter un bloc-batterie au feu. 

■ Conditions de rangement du bloc-batterie: 

•Ne pas laisser le bloc-batterie en contact avec des objets 
m6talliques, ceux-ci pouvant court-circuiter les bornes du bloc- 
batterie. 

•Ne pas laisser le bloc-batterie dans un endroit ou la temperature 
est eievee, par exemple 6ans le coffre a gants dune voiture, ou 
autre endroit expose aux rayons directs du soleil. 



Precautions k observer concernant I'adaptateur c.a. 

•Avant de brancher I'adaptateur c.a. a une prise de courant, 

s'assurer que la tension nominale indiquee sur la plaque 

correspond a celle de la prise de courant. 
•Lorsque I'adaptateur c.a. n'est plus utilise, debrancher le fil 

d'alimentation. 
• Ne pas utiliser I'adaptateur c.a. ^ d'autres fins que celles 

d'alimenter le camescope ou recharger le bloc-batterie. 
•Debrancher le fil d'alimentation en le tenant par la fiche et non 

pas par le fil. 

•Si I'adaptateur c.a. est utilise pres d'une radio, la reception radio 
pourrait etre perturbee. Le cas echdant, eloigner la radio de 
I'adaptateur c.a. 

•Ne pas placer d'objets lourds sur I'adaptateur c.a. 

•Avant de nettoyer I'adaptateur c.a., s'assurer de le debrancher de 
la prise secteur. 
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Possible Use of the Function 
Buttons in the Different Operation 
Modes 



Operation Buttons 


Mode Selector Switch 


AUTO 


MANUAL 


PORT- 
RAIT 


O (LOW LIGHT] 
Button 


No 


Yes 


Yes 


O [FOCUS] Button 


No 


Yes 


Yes 


0 [W.B] Button 


No 


Yes 


Yes 


O [IRIS/ 

SHUTTER] 
Switch 


IRIS 


No 


Yes 


Yes 


SHUT- 
TER 


No 


Yes 


No 


0 (STILUSTR08E]/ 
(TRACER] Button 


Yes 


Yes 


Yes 


© (DIGITAL ZOOM]/ 
(GAIN UP] Button 


Yes 


Yes 


Yes 


O [FAOE] Button 


Yes 


Yes 


Yes 


©[WIPE] Button 


Yes 


Yes 


Yes 


0 [MIX] Button 


Yes 


Yes 


Yes 



Utilisation possible des touches 
des fonctions dans les differents 
modes 



Touches de 
fonctlonnement 


S^lecteur de mode 


AUTO 


MANUAL 


PORT- 
RAIT 


O Touche (LOW LIGHT] 


Non 


Oui 


Oui 


© Touche (FOCUS) 


Non 


Oui 


Oui 


©Touche [W.B] 


Non 


Oui 


Oui 


© S6lecteur 
[IRIS/ 
SHUTTER] 


IRIS 


Non 


Oui 


Oui 


SHUT- 
TER 


Non 


Oui 


Non 


0 Touche (STILU 
STROBE]/(TRACER] 


Oui 


Oui 


Oui 


©Touche [DIGITAL 
ZOOM]/[GAIN UP] 


Out 


Oui 


Oui 


O Touche (FADE] 


Oui 


Oui 


Oui 


©Touche (WIPE) 


Oui 


Oui 


Oui 


©Touche [MIX] 


Oui 


Oui 


Oui 
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Indications in the Viewfinder 



Indications du viseur 



(1) Recording System Indications 

"H" S-VHS system recording 

•When the "H" Indication is not visible the recording is made in the 
VHS mode. 

♦The recording system can be changed by sliding the (S-VHS 
ON/AUTO/OFFJ Switch. 

(2) Manual White Balance Indications 

In the Manual White Balance Adjustment Mode: 

" tAi " Indication flashes slowly Adjustment is not made. 

" tAj " Indication flashes rapidly While adjustment is being 

performed. 

" " Indication is lit The adjustment has been completed. 

In the Automatic While Balance Adjustment Mode (initial mode), 
none of these indications are lit. 

(3) Tracer Indication 
"TRACER" 

When the (TRACER] Button is pressed, the "TRACER" Indication 
appears. 

(4) Digital Wipe Indication 

"O.WIPE" 

•When the (WIPE) Button is pressed, the "D.WIPE" Indication appears. 

(5) Digital Mix Indication 

"D.MIX" 

•When the (MIX) Button is pressed, the "O.MIX" Indication appears. 

(6) High Sensitivity Indication 

At every press of the [GAIN UPj Button, the indication changes in the 
following order: 



p no indication-. "GAIN x 4"-. "GAIN xB" — | 



(7) Low Light Indication 
"LOWL" 

•When the [LOW LIGHT] Button is pressed, the "LOW L" Indication 
appears. 

<8) Self'Timer and Interval Indications 

At every press of the (TIMER/INTERVAL REC] Button, the indication 
changes in the following order: 

I. no indication^ "SLF20"-^ "SLF"— " INT ' 



(1) Indications du syst^me d'enregistrement 

"H" Format d'enregistrement S-VHS 

•Lorsqu'il n'y a pas d'indtcation "g". I'enregistrement se fait dans le 
format VHS. 

•II est possible de changer de format en changeant le r6glage du 
s6lecteur [S-VHS ON/AUTO/OFF]. 

(2) Indications du mode manual d'6quilibre du blanc 

En mode rdglage manuei de I'^quilibre du blanc: 

" tifjj " clignote lentement Le r6glage n'est pas fait. 

" bPii " clignote rapidement Le r6glage est en cours. 

" tAi " 6clair6 Le r6glage est termin6. 

En mode r^lage automatique de I'^quilibre du blanc (r6glage 
implicile). aucune de ces indications n'est allumde. 

(3) Indications du mode traceur 

"TRACER" 

Lorsqu'une pression est exerc6e sur la touche traceur, I'lndication 
"TRACER" apparait, 

(4) Indications du mode t>alayage num^rlque 
"D.WIPE" 

•Lorsqu'une pression est exerc^e sur la touche de balayage 
num6rique. {'indication "D.WIPE" apparait. 

(5) Indications du mode melange num^rlque 

"D.MIX" 

•Lorsqu'une pression est exerc^e sur la touche de melange 
num^rique, I'indication "D.MIX" apparait. 

(6) Indications du mode sensibility i\ev6e 

Chaque pression sur la touche de rehaut de gain fait changer 
indication affich^e selon la sequence suivanle: 
pAucune indication—. "GAIN x4"— »"GAIN x8" j 

(7) Indication de faible luminosity 

"LOW L" 

L'indication "LOW L" apparait dans le viseur lorsque Ton appuie sur la 
touche [LOW LIGHT). 

(8) Indications du mode enregistrement diffyrd et enreglstrement a 
Intervalle 

Chaque pression sur la louche d'enregistrement diff^ry/d inten/alle fait 
changer I'indication affich^e selon la sequence suivante: 

p Aucune indication-. "SLF20"-»"SLF"->"INT" 1 
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Indications In the VIewfinder 
(cont'd) 

(14) Tape Running Indications 

Depending on the operation mode being currently performed t>y the 
Mcr^ Camera, one of the following indications appears. 
">" During Playback 

Camera Search (in fomard direction) 
"I I" During Still Playtiack 
"«" Rewind/Review Mode 

Camera Search (in reverse direction) 
"»" Fast Fonward/Cue Mode 
"INST >" Insert Editing mode 
"INST 1 1" Insert Editing Pause mode 
"A.OUB >" Audio Dubbing mode 
"A.DUB 1 1" Audio Dubbing Pause mode 

(15) Shooting Mode Indications 

"REG" During Recording 
"PAUSE" During Recording Pause 
"CHK" During Rec Review 

(16) Magnification Ratio indication 

•If appears when the Movie Camera is turned on. 

(17) F Number Indication 

The desired F Number can be selected by repeatedly pressing the 
[IRIS CLOSE] or (IRIS OPEN] Button. 

0P+G2. 0P+G1. OPEN, F2. F2.4, F2.8, F3.4, F4, F4.8. F5.6, F6.8. 
F8, F9,6, F1 1 , F1 4, F16, F19. CLOSE 

(16) Shutter Speed Indications 

The desired shutter speed can be selected by repeatedly pressing the 
[SHUTTER -1 or (SHUTTER +) Button. The numbers in the Shutter 
Speed Indication show fractions of a second, e.g. 1/100=171 00th of a 

second. 

1/100, 1/250. 1/500, 1/1000, 1/2000, 1/4000, 1/8000 
•The initial shutter speed is 1/60 sec. (no indication). 

(19) Manual Focus Indication 

"MF" ("MF" means Manual Focus.) 

Pressing the [FOCUS] Button will (urn the Automatic Focus Mode on or 
of). The "MF" Indication indicates that the Manual Focus Mode is 

selected. 

•Initially, the Auto Focus Mode is selected ("MF" Indication is off). 

(20) Digital Zoom Indication 

"D.Z00M1". "D.ZOOM2" 

•Turn the Digital Zoom Function on or off by pressing the 
[DIGITAL ZOOM] Button. "D.ZOOM 1" or "D.ZOOM 2" is indicated 
when it is turned on. ("0" means Digital.) 



Indications du viseur (suite) 

(14) Indications de defilement du ruban 

Selon la manipulation effectute. I'une de ces indications est affich6e: 
">" Lecture 

Rep^rage (vers I'avant) 
"II" Arrfitsur image 
"«" Rebobinage/revision 

Reperage (vers I'arrifere) 
"» " Avance acc6l6r6e/repdrage d la lecture 
"INST > " Montage par insertion 
"I NST 1 1" Pause de montage par insertion 
" A. DUB > " Doublage audio 
"A.DUB 1 1" Pause de doublage audio 

(15) Indications du mode de prise de vues 

"REG" Enregistrement (prise de vues) 
"PAUSE" Pause a I'enregistrement 
"CHK" Visionnement de Tenregistrement 

(16) Indication du taux d'agrandissement 

•Cette indication apparait lorsque Ton met le camescope en circuit. 

(17) Indication de I'ouverture F 

Seiectionner la valeur de Touverture du diaphragme ddsirte en 
appuyant de fa^on r^pdtte sur la touche (IRIS CLOSE] ou sur la louche 
[IRIS OPEN). 

0P+G2. 0P+G1. OPEN. F2. F2.4, F2.8. F3,4. F4. F4,8, F5.6. F6,8, 
F8, F9.6, F1 1, F14, F16, F19. CLOSE 

(18) Indication de Vitesse d'obturatlon 

S6lectionner la vltesse d'obturatlon ddsir^e en appuyant de fagon 
rGp6t6e sur la touche [SHUTTER -) ou sur la touche [SHUTTER +]. 
Les vitesses d'obturation sont indiqu6es en fractions de seconde (par 
exemple: 1/100 repr6sente un cent vingti^me de seconde). 
1/100, 1/250, 1/500. 1/1000. 1/2000, 1/4000, 1/8000 
•La Vitesse rnitiale est de 1/80e s (aucune indication). 

(19) Indication de mise au point manuelle 

"MF" ("MP" signifie mise au point manuelle.) 
Une pression sur la touche mise au point [FOCUS] permet de valider 
ou invalider la mise au point automatique. L'indication "MF" indique 
que le mode manuel est s6lectionn6. 

•Initialement, le mode automatique est sdlectionnd (l'indication "MP' 

n'esi pas affich^e). 

(20) Indication de locale numirique 

"D.Z00M1", "D.Z00M2" 

•Valider ou Invalider la tonction de locale (zoom) numdrique en 
appuyant sur la touche de focale numdrique. L'indication 
"D.Z00M 1 " ou "D.ZOOM 2" est affichde lorsque la fontiion est 
validde. 
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Before Requesting Service 



Power Source 



Symptom 


Cause 


Action 


Reference 
PaQes 


«When using the Banery Pack: ■ 
Movie Carriera d06s not turn on, 1 


1 ^ •Battery Pack is not attached. 


•Attach it correctly. 


13 


^ •Battery Pack is not charged. 


•Charge it. 


12 


•When using the Battery Pack: i 
Movie Camera turns off soon. 1 


m •Battery Pack is ei^hausted. 


•Use a fully charged one. 


12 


• •Recording was paused for more than 5 minutes. 


•Slide the [POWER) Switch backward to turn the 
Movie Camera on. 


25 


•When using the AC Adaptor: ■ 
Movie Camera does not turn on. 


m •AC Adaptor is not connected. 


•Connect AC Adaptor correctly to Movie Camera. 


14 


•Movie Camera turns off soon. ■ 


W 'Dew has formed inside. 


•Wait serveral hours. 


58 


Recording 


•No picture appears in the Viewfinder. m 


X •Movie Camera does not turn on. 


•Slide the [POWER] Switch backward to turn the 
Movie Camera on. 


25 


1 y •Lens Cap is attached. 


•Remove it. 


19 


•Indications in the Viewfinder are not P 
clear. 1 


w •Eyepiece Corrector is not adjusted. 


•Adjust it. 


17 


• •Lens is covered with dust or dirt. 


•Clean it. 


18 


• Recording cannot be started. P 


• •Tab of the inserted cassette is broken out. 


•Cover the tab hole with adhesive tape. 


20 


• •No cassette is inserted. 


•Insert a cassette with intact erasure prevention 
tab. 


20 


m •Jape has reached its end. 


•Insert a new video cassette. 


20 


•Date and time cannot be recorded. •Date and time are not set. 


•Set the date and time. 


15 


•Date and time are not displayed in the^^ [DATE/TIME] Button was not pressed. 
Viewfinder. [ 


•Press the [DATE/TIME] Button 


17 


Playback 


• No playback picture is reproduced. P 


m vMovie Camera does not turn on. 


•Slide the [POWER] Switch backward to turn the 
Movie Camera on. 


48 


• « Movie Camera is not connected to TV set or it is 

connected incorrectly. 


•Connect Movie Camera to TV set correctly. 


51 


m •Wrong channel is selected on TV set. 


•Select the correct channel. 




•Picture contains noise bars. ■ 


• •Cue, Review or Still Playback is being performed. 


•This is not a malfunction. 


50 


•Picture is not in colour or distorted. ■ 


w •Tracking is not adjusted. 


•Adjust the tracking on the Movie Camera. 


49 
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Guide de depannage 



Alimentation 



ProbMme 


] Cause 


Rcnide 


Pages 


•Aveclebloc-batterje: ■ 
Le contact ne petit 6tre 6tabli sur le 1 
camescope. ■ 


m»Le l}loc>batterie n'est pas raccordd. 


•Mettre un bloc-batterie. 


13 


••Le bloc-batterie n'est pas charge. 


•Charger le bloc-balterie. 


12 


• Avec le bloc-batterie: ■ 
Lecontaclse coupe tout de suite sur 1 
le camescope. ■ 


••La charge du bloc-batterie est dpuisde. 


• Utiliser un blOG-balterie oompl6lement charge. 


12 


••La pause k renregistretnent a 6\6 maintenue 
[ pendant plus de 5 minutes. 


•Remettre te contact sur le camescope (glisser 
I'interrupteur [POWER] vers I'amdre). 


25 


•Avecl'adaptateursecteur: ■ 
Le contact ne peut dire dtabli sur le 
camescope. 


^•L'adaptateur secteur n'est pas raccordd. 


•Raccorder correctement I'adaptateur secteur au 
camescope. 


14 


•Le contact se coupe tout de suite sur ■ 
le camescope. 


^ • De la condensation s'est form^e. 


• Attendre quelques heures. 


58 



Prise de vues 



•Aucune image dans le viseur. ■ 


^•Le contact n'est pas dtabli. 


•Glisser I'interrupteur [POWER] vers I'arridre pour 
dtabllrlecontacL 


25 


^•Le capuchon est sur I'objectif. 


•L'enlever. 


19 


• Les indications dans le viseur ne sont ■ 
pas nettes. | 


••Le con'ecleur de I'oculaire n'est pas bien r^gld. 


•Regler le correcteur de I'oculaire. 


17 


••L'ot>jectif est couvert de poussidre. 


•Nettoyer I'objectif. 


18 


• La prise de vues ne peul dibuter. * 


••La languette de la cassette a 616 bris6e. 


•Couvrir le trou d'un morceau de ruban adhSsif . 


20 


m»\\ n'y a pas de cassette dans rappareii. 


•Insurer une cassette munie de sa languette. 


20 


• •La cassette est en fin de bande. 


•Insurer une nouvelle cassette. 


20 


•La date et I'heure ne peuvent dtre ■ 
enregistrdes. 


• •La date et I'heure n'ont pas ete regimes. 


•R6gler la date et I'heure. 


15 


•La date et I'heure ne sont pas ■ 
afflch^ dans le viseur. 


m eLa louche [DATE/TIME] n'a pas 6i6 utilisde. 


• Appuyer sur la touche [DATE/TIME). 


17 


Lecture 


•Les images ne peuvent etre ■ 
reproduites a la lecture. 


^ • Le contact n'est pas dtabli. 


•Glisser I'interrupteur [POWER] vers I'arridre pour 

etabiir le contact. 


48 


M ^Le camescope n'est pas raccorde ^ un t^le viseur 
[ ouadt6malraccord6. 


•Bien raccorder le camescope ^ un t^leviseur. 


51 


• •Le tdldviseur ne syntonise pas le bon canal. 


•S^lectionner le bon canal. 




•L'image est parasitde. ■ 


^ vLe rep^rage a la lecture, ia revision ou I'arrdt sur 

j image est utilise. 


•Cela n'indique pas une ddfectuosild de I'appareil. 


50 


• L'image n'est pas en couleur ou est ■ 
d^formde. 


• aLe r^glage du pistage n'est pas bon. 


•Regler le pistage sur le camescope. 


49 
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Specifications 



S-VHS Movie Camera Information for your safety. 



Power Source: 
Power Consumption: 


DC 12.0 V 

Recording mode; 9.8 W (Battery Operation) 


Video Recording 




System: 


4 Rotary heads, helical scanning system 


Tape Speed: 


33.35 mm/s 


Tape Format: 


S-VHSA/HS 


Record i ng/Playbacl( 




Time: 


160 mtn.with NV-T160 


FF/REWTIme: 


Less than 1 2 min. with NV-T1 20 



VIDEO 
Television System: 
Modulation System: 

Output Level: 



EIA; 525 lines, 60 fields NTSC color signal 
Luminance; FM azimuth recording 
Color signal; Converted subcanier phase shift recording 
Video out (PHONO); 1.0Vp-p, 
S-VIDEO OUT Terminal; 1 .0 Vp-p, 



75 ohm unbalanced 
75 ohm unbalanced 



AUDIO 
Input Level: 
Output Level: 
Audio Tracit: 

image Sensor: 

Lens: 



Viewfinder: 
Standard Illumination: 
Minimum Required 
Itlumtnation: 

Video Horizontal 
Resolution: 

Signal-to-Noise Ratio: 



Audio Frequency 
Response: 

Operating Temperature: 
Operating Humidity: 
Weight: 
Dimensions: 



MICIN(M3); -70 dB. 

Audio out (PHONO); -8dB. 
1 track (Normal-Mono only), 2 channels (Hi-Fi Sound-Stereo) 
^>^-inch CCD Image Sensor 

12:1 Variable Speed Control Power Zoom Lens with Digital Al Auto Focus; 
Focal Length 5.6-67 mm 

F1.6 

Auto Iris/Manual Iris 
Filter Diameter 49 mm 
0.7-tnch Electronic Viewfinder 
1,400 Lux 

3 Lux 

1 Lux {Digital Gain Up Mode) 

S-VHS; More than 400 lines (S-Video Out) 
VHS; More than 250 lines 
Video; More than 45 dB (VHS) 
Audio (Hi-Fi); l^ore than 47 dB 
(Normal); More than 41 dB 

Hi-Fi; 50-20,000 Hz 
Normal; 80-8,000 Hz 

32°F-104°F(0'C-40°C) 

10% -80% 

Approx. 6.16 lbs (2.8 kg) (without Battery Pack) 

130 (W)x245 (H)X476 (D) mm [SVs" (W)x9i Vie" (H)x18y4" (D)] 



4.7 kohm or more unbalanced 
47 kohm kiaded 



AC Adaptor Information for your safety. 



Power Source: 


AC 100-240 V, 50-60 Hz (Automatic voltage adjustment) 


Power Consumption: 


44 W 


DC Output: 


OC12V1.8A(VHSMovie) 




DC 1 2 V 1 .5 A (Battery pack charging) 


Weight: 


Approx. 1.36 lbs (0.62 kg) 


Dimensions: 


80 (W)x54 (H)X196 (D) mm (SVia" (W)x2yi6" (H)x7%'' (D)l 



Weight and dimensions shown are approximate. 
Specifications are subject to change without notice. 
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Donnees techniques 

Camescope S-VHS 



Mesures de s^curtt^ 



Alimentation: 
Consommation: 



12,0Vc.c. 

Enregislrement; 9.8 W (avec bloc-batterie) 



Sy Sterne d'enregistrement video: 

Vitesse de defilement: 

Type de cassette vid^o: 

Duree d'enreglstrement/lecture: 

Duree d'avance accel^r^e/rebobinage: 

VIDEO 
Systeme de television: 
Systeme de modulation: 

Niveau de sortie: 

AUDIO 

Niveau d'entree: 

Niveau de sortie: 

Piste audio: 
Dispositif anaiyseur: 
Objectif: 



Viseur ^lectronique: 
Eciairement nominal: 
Eclairement minimal: 

Definition horizontale: 
Rapport signal/bruit: 



Reponse de frequence 
audio: 

Temp<3rature ambiante: 
Humidite relative: 
Poids (approx.): 
Dimensions (approx.): 



Adaptateur c.a. 



Poids (approx.): 
Dimensions (approx.): 



Balayage helicoidal a quatre tetes rotatives 

33,35 mm/s 

S-VHSA/HS 

160 min. avec cassette NV-T160 
Moins de 12 min. avec cassette NV-T120 



EIA; 525 lignes, 60 trames, signal couleur NTSC 

Luminance; enregistrement FM par azimut 

Signal de couleur; dephasage direct de la sous-porteuse convertie 

Sortie video (PHONO); 1 ,0 V c-a-c, 

Borne de sortie S-VIDEO; 1 ,0 V c.-a-c. 



sous 75 ohms asymetrique 
sous 75 ohms asymetrique 



sous 4,7 Itilolims ou plus asymdtrique 
sous 47 l<ilohms cliargd 



Micro (M3); -70 dB, 

Sortie audio (PHONO); -8 dB, 

1 piste (nomnal-mono seulement), 2 canaux (son IHI-Fi stdrte) 
A transfert de charge (CCD) 0,8 cm (^/b po) 

A focale variable, 1 2:1 , vltesse variable, avec mrse au point automatique numdrlque par Intelligence 

artificielle 

Longueur de focale; 5,6 k 67 mm 

Fl,6 

Regtage automatique et manuel du diaphragme 
Oiametre des f litres; 49 mm 
1 ,8 cm (0,7 po) 
1400 lux 
3 lux 

1 lux {mode de rehaut de gain numerique) 
S-VHS, plus de 400 lignes (sortie S-Video) 
VHS; plus de 250 lignes 
Vid6o; plus de 45 dB (VHS) 
Audio (piste Hi-Fi); plusde47dB 
(piste normale); plusde41dB 

Piste Hi-Fi; 50-20.000 Hz 
Piste normale; 80-8.000 Hz 
0°Ca40°C(32'FS104''F) 
10% a 80% 

6,16 lb (2.8 kg) (sans le bloc-batlerie) 
13,0 cmx24,5 cmx47,6 cm 
(5V6 pox9"/i6 pox 18% po) 

Mesures de sdcurit6 



Alimentation: 


1 00 d 240 V c.a., SO ^ 60 Hz (rdglage automatique de la tension) 


Consommation: 


44 W 


Tension de sortie: 


12VC.C., 1 ,8 A (camescope VHS) 




12V cc. 1 ,5 A (Recharge du bloc-batterie) 



1,36 lb (0,62 kg) 

8,0 cmx5,4 cmx 1 9,6 cm 

(3^16 p0X2yie p0X7% po) 



Les poids et les dimensions sont approximatifs. 
Sujet k changement sans prdavis. 
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Optional Accessories 
Accessoires vendus separement 



1. . AG-BP20P 


2. VW-ACM10P 


3. VW-RM1E 


4. VW-CG5P 



























ENGLISH 



1. Battery Pack 

2. Car Battery Cord 

3. Pause Remote Control 

4. Character Generator 



FRANQAIS 



1. Bloc-batterie 

2. Ftlpourbatteriedevoiture 

3. Telecommande de pause 

4. Gen6rateur de caracteres 



Note: 

Before using the Character Generator (optional), make sure that a 
backup battery is inserted in it. 



Remarque: 

Avant d'utiliser le generateur de caracteres (en option), verifier que 
sa pile de secours est bien instaiiee. 
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Panasonic 

Broadcast & Television Systems Company 

Division of Matsushita Electric Corporation of America 

Executive Office: 

One Panasonic Way (3F-5), Secaucus, NJ 07094 



REGIONAL OFFICES: 
EASTERN ZONE: 
CENTRAL ZONE: 
SOUTHERN ZONE: 
Dallas Region: 
Atlanta Region: 
WESTERN: 
Seattle Region: 



43 Hartz Way, Secaucus, NJ 07094 (201 ) 348-7620 
1707 North Randall Road, Elgin, IL 60123 (708) 468-5200 

4500 Amon Carter Blvd., Fort Worth, TX 751 55 (81 7) 685-1 1 17 
1854 Shackleford Ct., Suite 115, Norcross, GA 30093 (404) 717-6841 

1200 Westlake Ave.. North, Suite 508, Seattle. WA 98109 (206) 285-8883 



Los Angeles Region: 6550 Katella Ave,. Cypress, CA 90630 (714) 373-7271 
Go vemment Marketing Department : 52 West Gude Drive , Rockvi lie , M D 20850 (30 1 ) 738-3840 

Matsushita Electrique du Canada Limitee 

5770 Ambler Drive, Mississauga, Ontario L4W2T3 TEL. (905) 624-5010 

Panasonic Sales Company 

Division of Matsushita Electric o^ Puerto Rico Inc. 

San Gabriel industrial Park, 65th Infantry Ave., Km. 9.5, Carolina, Puerto Rico 00630 



F0395R 1045- 1500® 
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